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on its Compact, 


Highly Efficient, 


Laundry Department 


REMEMBER 


Every departr ent of 


depends on the 


All linens, blankets, curtains, etc., are laundered in this compact laun- 
dry consisting of 2-Roll STREAMLINE Flatwork Ironer, ZONE-AIR Drying 
Tumbler, Solid Curb Extractor, 25-lb. and 50-lb. CASCADE End-Loading 


Washers. 


CASCADE End-loading 
Washer. Masonic Home 
uses two of these late- 
type washers, one 50- 
Ib., one 25-lb. dry wt. 
capacity, Famous CAS- 
CADE through-and- 
through washing action 
gently, yet thoroughly, 
washes linens sterile- 
clean with amazing econ- 
omy. Washers feature 
extremely simple opera- 
tion; are sturdily con- 
structed of Monel metal 
for dependable service. 


Che CANADIAN LAUNDRY 
MACHINERY CO) 


17-93 STERLING ROAD, TORONTO 3, ONT 


WESTERN REPRESENTAT 


ve >? y & Ya 


| 
4 
& 
t 
fe 
2 M ic H Zenith, W h 
to Masonic Home, Zenith, Wash., 
NM: Our mary advisor 
i i i i 
efhicient d laundry depart 
ment, Ma Home then decided 
pecihcat pphed by the Laur 
‘ < clus Gree 
month erator Other | 
* 
iH r sma mca 
\ WRITE TODA) 
of most mary pment 
A 


ORAL ESTROCENS, PARKE-DAVIS 


oral estrogen therapy that 
leaves no after-taste 
imparts no odor 


ACCEPTABLE TO THE PHYSICIAN because he knows that with 


every capsule of MENAGEN his men pau il patie nt receives a care- 


fully standardized amount of potent natural estrogen hormone 
Physicians in your locality are currently being told the advantages 


of this pi duct by our medical service re prese ntatives pt cibcation 


for MENAGEN is also backed by a powerful advertising campaign 
i i 
} 


MENAGEN: Available in 
Im mecaical urmals ana by a series of direct mail me 


bottles of 100 and 

ACCEPTABLE TO THE PATIENT because at moderate cost she re- 500 capsules, each 
ceives from MENAGEN the “uplift” that natu il hormone can best . presenting 
give, without st ing t ibiectionable after-taste and breath odor 10,000 Internatio 


that freque ntly occur with ordinary natural estrogen preparations 


ACCEPTABLE TO YOU because MENAGEN is a fast-repeating 
backed by intensive motion to the medical profession and 


tinguished by the hallmark of Parke-Davis quality 


PARKE, DAVIS & CO., LTD. ¢ 
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postoperative 
morbidity 


with intravenous alcohol 


Alcohol is the sedative ~~ 


BIBLIOGRAPHY 
and analgesic agent in the following: 


1. MOORE, D. c., and KARP, MARY 
Intravenous Alcohol in the Sur- 


gical Patient, Surg., Gyn. & TRAVENOL SOLUTIONS 


Obst., 8 23 (May) 1945 5% Alcohol v v, 5% Dextrose w v in Saline 


TRINIDEX SOLUTIONS 
Vitamins with 5% Alcohol v v, 5% Dextrose wv in Saline BAXTER LABORATORIES 
TRAVAMIN SOLUTIONS OF CANADA, LTD. 


% Alcohol vv, 5% Plasma Hydrolysote w 
5% Dextrose wv in Woter 


Acton, Ontario 


Distributed in Canada exclusively by 


INGRAM & Bie 


TORONTO : 
MONTREAL + WINNIPEG CALGARY+ VANCOUVER 


reduce 
Fl Quiet, restful sleep f llowing surgery may be easily induced by the use of | Ww : 
| intravenous alcohol as a sedative and analgesic.! Cough, fa$8 pains, urinary | a : : 
| %, 
: retention, vomiting, and fever are materially reduced when alcohol is used | Ss . 
to Gecrease or ¢iiminate the use rpt ¢ 74 A 
| Since alcohol ts a food as well as a iWuy,itisa St Cor pletely rrietatn ized 
Ina 1dition to the sedative and anaivesic qualities, one er Ot Alcohol, | 
5% Dextrose solution furnishes 4 calories. Whe properly ad nistered | | 
undesirable side effects are rarely encountered | : 
2. STRICKLER, J. H., RICE, CARL © eae 
The Role of Narcotics in Post- > 
operative Morbidity, Minn 
Medicine 31:5, 540 (May) 1948 2 
3. RICE, O., STRICKLER, J. H., 
J yurnal-Lancet, 68:91 (March) 
‘| 
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Canadian Hospital Council 


The Federation of Hospital Associations in 
the Federal and Provinc ; 
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Executive 
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Scanlan Sutures are available with the tme-saving, 
ney-saving advantages of all-glass, double germicidal 
You can see the SterileTubes deeply immersed 
lhar, immediately ready for surgery 

sterilizing. This saves many valuable hours every 


paration time and labor, reduces tube breakage 


ELIMINATE EQUIPMENT AND SUPPLY EXPENSES 
The Steriljar's plastic screw cap prevents evaporation of 
leak ipe an position No additional germ ide to buy 

are generously covered. The jar itself is re 


sterile utility container 


DEPENDABILITY IS INSURED 
Scanlan Sutures are warranted sterile tested when made, 
Only select suture materials 


intformity of strength, flexibility, 


Okeo Chemical Canada Limites 
2535 ST JAMES STREET WEST 180 OUKE STREET 


MONTREAL QUEBEC TORONTO. ONTARIO 


OHIO HOSPITAL EQUIPMENT Heidbrink Anesthesia Appa 
rotus Ohio Oxygen Therapy Apporotus Kreselman 
Resuscitators Scanlon Morris Sterilizers Ohio Scanlon Surgical 
Tables Operay Surgical Lights Scanlon Surgical Sutures 
Steril-Brite Furniture Recessed Cabinets 


OHIO MEDICAL GASES Oxygen Nitrous Oxide — Cyclo 
propane Carbon Dioxide Ethylene Helum and mixtures 
Also Laboratory Gases and Ethy! Chloride 
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More than just a new x-ray unit, the Maxicon 
tally new idea ft mprehensive line o ratu mply adding cessive 


Specifically des O gt with your 
Maxicon per 
actually wa 


complete t 
can be asse 
range 


} 


The Maxicon series | 


nostic X-fay Chip 


‘ 
at 
i 
grow with his practice 
arrange to have only the 
bes rav facilit you x-ray facilities his specialty requires The clinic of hospital e 
ao f lest to the st will appreciate the application of a simple unit as auxiliary ; 
sed of a ber of Components that equipment in a Busy department, OF 
ee ee various combinations, it covers the grapt ind fluoroscopic combination to adequately meet oz 
th horiz tal th jemand f any type of examination. 
agnostic X-ray apparatus the horizontal the demands of any type 
tube. motor-driver Ask your GE representative for unique booklet demon 
to the ere. two-tube, motor-driven ‘ t 
stra f the Max nm orw oft nearest you 
} liao tf iy atior imuted, Montres 
wealth of utility wherever diag al Elee X-R 
The practicing physician may o, Vancouver, peg 
\NADIAN HOSPITAI 


THE GE MAXICON... 


designed to grow with your practice! 


GE's Maxicon meets the medical profession's long-felt need for x-ray equipment developed to 
grow with an expanding practice... providing just the x-ray facility required—unit by unit as needed! 


BUCKY TABLE. | n HORIZONTAL FLUOROSCOPIC UNIT. 7 HORIZONTAL RADIOGRAPHIC UNIT. [he 


radiography wlud s al table can be tra t tal Bucky aug by Stationary 


a tube stand and floor 
Mal tad 


vd Max 
at 


HAND.-TILT FLUOROSCOPIC UNIT. ! HAND-TILT RADIOGRAPHIC UNIT 
Trendelenbure to vertica casiiy a igulating table ¢ vides every convemence 
t Max 
combination unit is funct vice 
tube serves as the w-ray 


the power 
under the table 


ha generator 


juality results 


HAND-TILT COMBINATION UNIT MOTOR -DRIVEN FLUOROSCOPIC UNIT MOTOR-ORIVEN RADIOGRAPHIC UNIT. 
separate features of the radiographic and 10 Foot pedal angulation of the table aff r © variabl { angulation of the Maxicon 
th t nvemently located 
Trendelen 

ower and 
le tube 


GENERAL wo ELECTRIC 
X-RAY CORPORATION 


MOTOR-DRIVEN COMBINATION UNIT 


xray ta ne t a 


for ¢ radiographic MONTREAL TORONTO VANCOUVER WINNIPEG 
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‘GinceT Temple | University Hospital 


Modernized wi 


Two 50° unloading extractors (left) and cen 
tral supply system (see controller stand at 
washer) provide fast, economical washing 


Three automatic 44x 84 Sheli-less Washers 
elevated tor faster dumpout. handle 350. pound 
loads on tast schedule 


Two 42 x 90 Balanced Suction’ tumblers and 
one Boll Chest Type flatwork ironer round 
out Temples modernized laundry 


INSTITUTIONAL .. DIVISION 


CANADIAN HOFFMAN MACHINERY 


29% more linen is done 

in 2 the time 

with 2 the labor cost 

FOR ONLY 3¢ PER POUND 


Including Direct Labor, Supplies, Water, 
Steam to Heat Water, and Electricity 


a YEARS AGO, when the Temple University Medical School 
and Hospital, in Philadelphia, was considering general expan- 
sion, the need for improved laundry service was even then critical 
in the existing hospital. A survey made by U. S. Hoffman laundry 


engineers revealed a high turnover in laundry personnel — a six- 
day work week averaging 11 hours a day — generally inadequate 
facilities for processing Temple's 27,000 pound per week volume. 


Modernization of the laundry, therefore, was made an integral 
part of the expansion program which Temple undertook last year. 


With its new capacity of 600 beds, weekly laundry volume now 
stands at 35,000 pounds, including the work of student nurses and 
interns — in ‘‘Shell-less” washers and unloading extractors, 
along with Hoffman tumblers and flatwork ironer, are processing 
this 29% “arse volume for only 3c per pound. Hoffman equipment 
is credited with helping the Temple laundry staff to do “more 
in eight hours than in sixteen in the old plant. Soap and 
Imost in half — less linen discarded.” 


work 


other supplies have been cut a 


To find out how Ho 


job in reducing yo 


ffman equipment can do an equally effective 
laundry costs per patient day, write or phone 


for an engineer} survey, without obligation, today. 


LTD., 126 DUNDAS ST. W., TORONTO 1, ONT. 
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00: hy ( Ag to get more 


value out of every food dollar 


S. GUMPERT CO. OF CANADA, 


Great Grandmother with her spinning wheel 
produced about one pound of wool yarn in a 
day. A single operator of a 120-spindle ma- 
chine spins 100 pounds of yarn in the same 
length of time, with far less effort. 

Today there's also an easier way to handle 
hospital feeding . . . and to make your budget 
buy more in taste and quality, more sheer value 
for every dollar in your budget. 


LTD. 


31 Brock Ave., Toronto, Ontario e 1396 Richards St., Vancouver, B.C. 
200 Profit-Building Products to Aid Restaurants and Institutions 


Gelatine Desserts 

Cream Desserts 

Pie and Cake Fillings 
Extracts and Colors 

All Purpose Entree Sauce 


Dehydrated Soups and Gravy Powders 
Cake Bases 

Numerous Other Cooking Aids 
Complete Line of Bakery 

and Ice Cream Specialties 


Gumpert research and specialization in 
group feeding has produced vastly improved 
food specialties. These products are not only 
famous for superior taste, but true economy as 
well. They are standardized for uniform re- 
sults, and they cut costs by saving many hours 
of time and effort in the kitchen. 

For finer flavor, ease of preparation and gen- 
uine economy, use the Gumpert Line. 


FOR THE FINEST IN FOODS 


GUMPERT 


has EVERYTHING 
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Colgate Industrial Appointment 


i 
the Production Department of the Palmolive Company 
| . = for the Province of 
e — Ontario. He will be 
} wat ut Head Ofhee, ¢ olgate Palmolive-Peet Cor pany Limited 
64 Natahe Street. Toronto 
‘ 
| RF wt Hobart Power Saw Is Introduced 
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with complete control at your fingertips 


The NEW KELEKET Vertical 300 MA Multicron 
300 MA at 125 KVP — 10 MA at 140 KVP 


In the modern x-ray laboratory, being on the spot 
beside the new Keleket 300 MA Multicron is a sure 
method of offering increased service and facilities 
to patients 


This “Power-Plus” unit is a heavy duty generator 
with capacity and operating features surpassing 
any previous diagnostic unit 


DIAGNOSTIC RATING: 300 milliamperes at 125 
peak kilovolts to meet any present day high voltage 
technique requirements. Fixed milliamperage con- 
trol and a unique electronic-mechanical timer makes 
operation outstandingly simple . results ex- 
tremely accurate in every technique 


These and other features of interest are detailed 
in descriptive literature available on request 


See our Representative or write direct to any office 
of X-Ray and Radium Industries Limited 


Also exclusive distributors for Sanborn equipment and supplies 
and Raytheon diathermy 


261 Davenport Rd., Toronto 5 
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incidence of mastitis and orher breast complications 1s reduced with the 
Plastishield Technic of Aseptic Breast Care 


@ Mastitis is frequently the result of excessive handling of breasts and nipples, 
as well as insufhcient cleanliness in postpartum breast care 

& Most cases of mastitis can be trac ed to ni ple hssures or sore nipples which 
Del ce estimates affect more than half of all actating women 

@ Many breast complications can be avoided when the use of PLASTISHIELDS 


begun in the hospital immediately after parturition, 1s c¢ ntinued at home 


@ PLASTISHIELDS are clean, sin pie to use and comfortably worn 


a They are easily sterilized and prevent soreness, cracking and 
hssuring of mpples 


@ You are invited to write for further information on the PLASTISHIELD 
lechnic of Aseptic Breast Care 


Plastishield technic 


Now Available 


of aseptic 


Sterilizable 


breast care 


hields 


w (sen 


i Feeding the 


Bibliography on use of breast s 
1A ‘ M Hreast | Ne 


inc MINNEAPOLIS, MINNESOTA 


CANADIAN DISTRIBUTORS 


COMPANIES 


TORONTO WINNIPEG CALGARY VANCOUVER 
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A leaflet on Anocap Surgical Silk on 


spools 4 now aveiloble on request 


D&G ANACAP’ SURGICAL SILK 


\ non-eapillary silk of exceptional tensile strength, outstanding for many 
years as a specialty suture in combination with D&G Atraumatic™ needies, 
Anacap Black Braided Silk is now available on spools, unsterilized. in 
lengths of 25 and 100 yards and in range of sizes from 6-0 to 5. 

Packed in a convenient plastic box, Anacap Silk is well protected from 
dust and dirt and may be readily sterilized by boiling or autoclaving. 

Non-eapillary under all conditions to which sutures are exposed, DAG 
Anacap Silk is of such high tensile strength that it may be used in finest 
sizes without danger of breaking. It is free from stiffening lacquers or 


traumatizing substances, 


D&G SUTURES 


“This One Thing We Do” 


DAVIS & GECK, INC., 57 Willoughby Street, Brooklyn 1, N.Y. 
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Across the Desk 


Gumpert President Dies 
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Perfectly Baked 


@ Christie's Premium Soda Crackers are served 
regularly by the majority of leading hospitals and 
institutions. Patients like their crisp freshness and 
fine flavor Most important, they go well with any 
diet 


@ For a fresh, perfectly-baked product, specify 
Christie's Premium Soda Crackers. They're eco 
nomical too. Approximately. 115 biscuits in every 
pound 


Christies Biscuits 
CHRISTIE, BROWN AND COMPANY, LIMITED 


TORONTO WINNIPEG Wood's New No, 12 Electric Floor Polisher 


H Wood No tr pousher 1s 


id bufh 


ng 


plate a 


CLEANING 
COMPOUNDS 


In the maintenance of cleanliness in Hospitals 
and other institutions, many special problems 
are encountered. For years, Dyeco salesmen 
have brought the sanitation dithculties of thei 
customers to the extensive Dyeco laboratories 
As a result, a great many new sanitation and 
cleaning compounds have been developed to 

completely eliminate half-measures in clean Ihe enger A 
liness. Take advantage of 
Dyeco's experience by using 
DYECO Standard Products 
For further information 
write 


DYE & CHEMICAL 
CO. OF CANADA LTD. 


KINGSTON, ONTARIO 


Reduced Railway Rates to Trade Fair 
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SAVE THIS ILLUSTRATION — NEEDLES ARE ACTUAL SIZE 


VITA-HARTZ 


STAINLESS STEEL HYPODERMIC NEEDLES 
STAINLESS STEEL LUMBAR PUNCTURE NEEDLES 


@ BEST QUALITY STAINLESS STEEL TUBING 
@ AVAILABLE AT ONCE IN STANDARD SIZES 
@ SPECIFY LONG OR SHORT BEVEL 

@ HUBS FIT GLASS OR METAL SYRINGE TIPS 
@ ANY SPECIAL SIZE MADE TO ORDER © 
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Dependable 
paper products 


TOILET TISSUE — TABLE NAPKINS 
PAPER TOWELS — TRAY COVERS 
MOUTH WIPES 


_ The Garden City Paper Mills 
COMPANY LIMITED 
ST. CATHARINES and MERRITTON, ONT 


Y our logical source 
of supply 


VICTORIA 


ALL GARDEN CITY PRODUCTS 
WRAPPING PAPER — TWINES 
BAGS — SPUTUM CUP REFILLS 


VICTORIA PAPER & TWINE CO. 


LIMITED 


TORONTO MONTREAL HALIFAX 


SUPERWEAVE 


Nylon Shower 
Curtains 


© light in weight 


® easily laundered 


® do not absorb moisture 


® long lasting 


® mildew and rot proof 
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ae 468 Wellington Street West, Toronto 2-B EL. 3378 


5,000 Leading Hospitals in the United Stotes G Conede approve ond use 


dermassaqe —_ 


A Better Box ub x th a Four-Way 


Formula including 


NEW WATER SOLUBLE LANOLIN 
SAAAA 


ECONOMICAL 


Through actual ve dermassage 


has been proven ec cal one pint 
dora the work five pinta « alcohol 


ricci is carried im stock in < 


Montreal, Toronto, Winnipeg, Edmon 
ton and Vancouver and available at 
the following prices 


PRICES TO PUBLIC HOSPITALS 
doz. bottles “DERMASSAGE” @ $6.00 per dor 
bottles “DERMASSAGE $'O0.80 per doz 
DERMASSAGE” @ $4.25 each 
DERMASSAGE” @ $5.40 each 
DEKMASSAGE @ $8.20 per gal 
DERMASSAGE” @ $5.10 per gal 


syie FISHER & BURPE, LIMITED 


WINNIPEG EDMONTON VANCOUVER 


NO TEST TUBES’ 


Diabetics welcome “Spot Tests”, (ready to use dry reagents), 


lieity using. No test tubes, no boiling, 


and 


litthe olor reaction Oecurs 


powder a 


Gatatestl 


FOR DETECTION OF SUGAR IN THE URINE 


SAME SIMPLE TECHNIQUE FOR BOTH 


|. A LITTLE POWDER = 


COLOR REACTION IMMEDIATELY 
Accepted for advertising in the Journal of the 


Write for descriptive literoture 


HAEMO-SOL 


The LABOR SAVING, NO-SCRUB, BLOOD SOLVENT 


To use 


HAEMO SOL 
this «s all you do 


Contains 
NO SOAP 
Rinses FREELY 
NO DAMAGE 


Add |'4 oz. of 
HAEMO SOL 
to One Imperio! 
GALLON 


het Soving NO 
instrument 
to mstruments 

ACTS Quicxty 
10 


Rubber Goods 


w HOT WATER 


Glosswore 


Invaluable for 
Transtusion, Infus 
Appliance 

HAEMO-SOL ts MONTREAL TORONTO 
WINNIPEG EDMONTON ond "ANCOL VEK and available at the 
He tals 
in Lets of (ans $5.25 per can. In Lots of 6 Cans $5.56 per can 


Smaller Quantities, $* per can 


FISHER & 


WINNIPEG EDMONTON VANCOUVER 


NO MEASURING 


of the ease 


bee atine 


NO BOILING 


just a little 


He is present, 


at once if sugar or aceton 


FOR DETECTION OF ACETONE IN THE URINE 


2. A LITTLE URINE 


> 
>> 
| 
ue 
measur 
a= f = 
be, A carrying case containing one vial of Acetone Test Phe 
‘ lor chart. kit ot refills of Acetone 
Vest (Dens snd Calatest are obtainable at all preserip- 
pharmacies and surgical eupply houses 
CHEMICAL MANUFACTURING COMPANY | 
86 St. Paul Street, W., Montreal 
x 


Across the Desk 


“Inform Controls” in Treatment of Infant Formula 


dicines 


Arnold Banfield & Co. Limited 


Toronto OAKVILLE Montreal 


THIS RAPID TUMBLER DRYER 
Is Needed in Every Hospital Laundry 


Rapid Loading—Rapid Drying—-It Speeds up the 
laundry work No waiting for clothes to dry 


New Pamphlet Covers Care of Silverware 


No. 2 Rapid Tumbler 
Dryer capacity 26 

pounds of dry clothes 

in 30 to 45 minutes 

Cylinder 36" diameter, 

24” deep. Supplied 

with steam, electric or Moffats Limited to Manufacture Vulean-Hart Gas 


gas heater Cooking Equipment 


No. 3 Rapid Tumbler 
Dryer capacity 32 
pounds. Cylinder 36” 
x 30°. Equipped with 
gas or steam heater 
only 


J. H. CONNOR & SON LIMITED 


10 LLOYD STREET OTTAWA, ONTARIO 
WINNIPEG MONTREAIT 
242 Princess St 4026 St. Catherine W 
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... thermal shock 
can’t harmfJuraclay 


Scalding liquids... icy water they can't harm Duraclay! Sinks 
and baths of this wonder material are completely immune to 


Stain-Proof 


thermal shock— they don't crack or craze even atter years of con- 
stant use. That's because Duraclay allows for rapid expansion and 
contracuon it's entirely different from any other material used 
in hospital tixcures 

Duraclay 1s stain-proof, too—even with acids—and its ability 
to withstand bumps and jars exceeds the most rigid tests tor hos- 
vical equipment. Cleaning? Once over with a damp cloth, and 

JYuraclay shines like new! 

Besides a full line of Duraclay sinks and baths, Crane offers a 
complete choice of specialized plun bing equipment. This one 
source ( rane covers every hospital need 

Ask vour Crane Branch, Crane Wholesaler, or Plumbing Con- 
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Catalog 
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Iresident, Canadian Association of 
Occupational Therapy, 


Toronto, Ont 


Total Rehabilitation 


a 
O 
reortiat 
ulation of proper tremendou 
the greater th pse betwee 
terest re the onset the licence ¢ 
Ss 
baru we 
‘ £58 
phy | ent afte 
an Patient ha ‘ il therapis HOgists, pros 
ANADIAN HOSPITAI 


Therapy 


Place of Occupational 


Physiotherapy 


to 


£ 
~ 


‘ \ ely a pa | 
tot ent is not enoug 
| 
‘ ¢ \ t t? «lise 
roug! ittentiwn t t 
as concerned wit ie chiseases 
the ext on of t j O KING 
wund to antagor ' pratiet ar 
t ihe relation of the i 
‘ rists and the Canae 1 
§ While it is known t t your are 
are me ssa! keep a part ot 
would ; ' eft to the rhe 
few hundred eft to the phy erga rt 
signed to exet he imypured part Vor i uled 
PEBRUARY, 1950 


Some Problems Common to 


SMALL HOSPITALS 


Percy Ward, 
Executive Secretary, 
British Columbia Hospitals’ 
Association 


Involving Medical Staff 


The best way to avoid 
problems is to look 
ahead and to plan 
ahead. The secret of 
smooth operation and 
of all success is intelli- 
gent anticipation, 


Involving 


the 


Board 


HOSPITAI 


pat let me give you 
a 4 } 4 
Ne \ 
t entred around the 
rect suggest ms or 
ip 
ar I ' ‘ 
ry . ext eetin 
iblesome 
‘ 
recent 
‘ ey ty 
: 
| | 
| Tit nt embers 
\ You, as super 
Canada Institute teat 
and ] ruster Re é th, the 
CANAD AN 


Historic Hospital of the Far North 


Laid Waste by Fire 


Visitors 


| 
a 
St. Mary's Hospital, Dawson City, 
| Mary Hosp la va ed 
ground on januat 10) ) 
ng the Gold Rush Da Whit shea tte 
‘ ered 40 ov 
qi? We if Te ‘ 
i 4 
shi " aL t ti he 
PEBRUARY, 1950 


fhe Constitution and By-Laws 


. 
Board Membership 
' 
travene su 
| ecure ‘ ry ! 
t Ws 1 thie 
fie 
formation received by the Canadian Hospital Coun Phe owt the 
that it the erwhel gO; 
the hospita f ida should t be broug ind 
+} ent | iran Act a p 4 ait el 
rie 
ve ( une nrotert py t 3 posed exter ty 
mn of ize, Officials of the Departme Labou val ! on Ww 
the Cou discussed the itter with the 
consulted and flice ‘ the ine Welf t 
Honorable Mr. Paul Martin, Ministe Na H nstitutior 
| 
n Ottawa on February ord | erests ont 
ty 
dded ex] of hundreds 
vorkers. Since hospitals are non-profit org 
\ 4 H t 
ate nployees, on the othe hand, would ce bu i 
the fund through pay deductions dur ) ‘ m4 
me. thes ttle likelihood of any benefit aceruing ! 
the For competent Kers, (here ‘ t t\ 
pital fleld to eres 
smendment. t the Act the Une ent | e we dicact heat wn yo 
brief on behalf of the hospita Canada nh 
ved ft be \ t d 
, tatives of the Canadian Hospital Cou ppe 
the Unemployne Insurance 
February J4t? | fact 
| t ‘ he a 
Ihe CANADIAN HOSPITAI 


19. Winnifred Miller 


Committees of the Board 


q 
a 
| or. Chu 
\\ 
an { | pest 
\ 
FEBRUA 19350 35 


= 


Vernon Jubilee Hospital 


Furnished by Voluntary Sponsors 


& 
2 
- 
wie 
Hil nenit fall of th fu 
t mort in furnish 
| 
ows 
\ 
: vith | nd cold w ! nd 
' 
tM if ¢g \ 
he CANADIAN HOSPITAI 
My R 
A 


Appointment to 
Charles Camsell Hospital 


“| 
low tvpe a ins ors power tauure during an op 
1 Pr Jent of the Board 
4 ter ton and laundry u Woatet 
} tir ‘ ré ‘ 4 
z al out ! e of the 
& 
Left: Two-bed ward f es which will protect the occu 
Below: Four-bed 1 ge 
| 
Aa meultant on treatment. it ding 
surgery 
FEBRUARY, 1950 


Hospital Utilization and Costs 


under Compulsory Prepaid Coverage 


: Part I Malcolm G. Taylor, Ph.D., 
Director of Research, } 


Sask. Health Services Planning 
Commission, Regina, Sask. 


Higher Utilization 


Table 2 


source of revenue 
t 
Total I’: cia Lost 


Year expenditure eral ie H ver bene 


ficiary** 


The Cests of Doing Business eran 


‘ 
I 
t 
1946 1044 
' 
4 i 
: 149 f pit tion, irces of er 1 t ber 
‘ 
} Hospita r 4 j 
2 Arnount Per cent Amount nt 
\ ‘ 
1O4 
1948 972,114.58 
‘ populatior based on 1946 census) 
‘ ‘ an) 445 ner ent of pop tier 
a ort A I 148 6,478 or 93.2 per cent of the populatior 


Fig. 


Humber and annual rete per 1,0 
of patients in Sasketcheme hos; italse 
oe? 


The Payment Policy of the SHSP 


Legend 
Number of patients 
Annual cease 


Expenditure for Other Programs 


Conclusion 


ee 
| 
: 
140, 000 4 : 
| 
‘ » 4 Su 
f 
} 
‘ 
‘ 
| 
the 
2 
} 
tinued at 1 tely $1,946 
We 
j 


What should the 
ADMINISTRATOR Know 
About ENGINEERING? 


D. R. Easton, M.D., 
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D. W. Ogilvie Named Director 
of Ontario Blue Cross Plan 


First Aid Chart 


David W. Ogilvie 


Coming Conventions 


March |-3—American Protestant Hospital Association, Congress Hotei Chicago 
March 10-11—A.H.A_ Institute on Hospital Purchasing, Buccaneer Hotel, Galveston 
Texas 
March 30-3!1—A HA. Institute on Hospital Personnel Relations, Hotel Statler Boston 
May 17-20-—Canadian Tuberculosis Association, Annual Meeting, Hotel Vancouver 
Vancouver 
June 19-23—Canadien Medical Association, Nova Scotian Hotel, Halifax 
June 26-28—Cenadian Society of Laboratory Technologists, Adrniral Beotty Hotel 
Saint John, NB 
June 26-30-—Canadian Nurses’ Association, Biennial Meeting, University of British 
Columbio, Vancouver 
Sept. !18-21—American Hospital Association, Atlantic City 
Oct 11-12—Saskatchewon Hospital Association, Saskatoon 
Oct. 16-21—Western Caneda Institute for Administrators and Trustees, Fort Garry 
Hotel, Winnipeg 
23-Nov. 3—AH.A_ Personnel Management Institute, Cornell University, Itheca 
NY 
24.27—British Columbia Hospitals’ Association, Vancouver Hotel, Vancouver 
30-Nov. 1—Ontario Hospital Association, Royal York Hotel, Toronto 
Nov. |-2—Ontario Conference of the Catholic Hospital Association, Toronto 
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FIRE !!... HOSPITAL BOARD’S CHOICE!: 


Install life-saving Westeel Fire Escapes Face public censure and live in remorse 
NOW and be free of fire worry. r should fire take lives placed in your 
charge. 


WESTEEL FIRE ESCAPES 


ARE PRACTICAL, EFFICIENT LIFE SAVERS OVER 8,000 INSTALLATIONS 


Seventeen people died in a recent hospital fire (Hartford, Conn.)—an old 
building with no fire escape. A ‘‘Westeel” Fire Escape would have saved 
them. Act now to prevent a similar disaster occurring in your hospital, 


Westeel Fire Fscapes are approved and recommended Recognition by the Federal Govern- 


by— ment is shown by their ordering eight 


Canadian Fire Marshal's Association of these escapes for the large Military 
Dominion Fire Prevention Association Hospital in Quebec City (Hopital 
Dominion Fire Commissioner St. Charles ). 


Underwriters 
Lat ries Inc Regrets never save a life, but efficient 


They are the only type of Fire Escape actually suitable Fire Escapes do. The time to install a 


for use of children, the sick, the incapacitated, Fire Escape is BEFORE a fire occurs. 


DO THIS: A post card will do—just say, “Please Send Me Your 
Fire Escape Folder.” No obligation, well illustrated, interesting. 
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Ethicon Atraloc 

Large ‘2 Circle 
Taper (CT) 

Med. Chromic Gut 
00, 0, 1 


INSTEAD OF 


Mayo Intestinal #1, #2 
Murphy Intestinal #1, #2 
Ferguson #6, #8 

Mayo Cotgut #1, #2 


Ethicon Atraloc 
Medium ‘4 Circle 
Taper (CT-1) 
Med. Chromic Gut 

000, 00, 0 


Mayo Intestinal #3, #4 
Murphy Intestinal #3, #4 
Ferguson #10, #12 
Mayo Catgut #3, #4 


Ethicon Atraloc 

Large ‘2 Circle 
Cutting (CP) 

Med. Chromic Gut 
00,0, 1,2 


Regular Surgeon's #2, #3 
Fistula #2, #3 

Mayo Trocar #2 

Martin's Uterine #4 


Ethicon Atraloc 

Medium Circle 
Cutting (CP-1) 

Med. Chromic Gut 
000, 00, 0 


Regular Surgeon's #4,#5 
Fistula #4, #5 

Mayo Trocor #3, #4 
Martin's Uterine #5, #6 


ONE NEEDLE 
DISPLACES 8 


ONE NEEDLE 
DISPLACES 8 


ONE NEEDLE 
DISPLACES 6 


ONE NEEDLE 
DISPLACES 8 


THESE 30 EYED NEEDLES REPRESENT 80% OF THE NEEDLES USED IN ABDOMINAL CLOSURE 


Hospital Expenses Reduced 
by Needle Standardization 


Substantial sayings are made when surgical staff personnel stand- 


ardizes on needles as suggested in the above chart. The eyeless 


needles are always ready and are easier to use. No unthreading. 


Operating time reduced 


The hospital reduces its inventory and investment. Nurse time 


is saved by eliminating preparation and sterilization. There is no 


need to scrub, polish or sharpen the needles. 


It pays to standardize on Ethicon Atraloc (Eyeless) Needle 


Sutures. 


simeireo MONTREAL 


FEBRUARY, 1950 


a 
FOUR NEEDLES DISPLACE 30 NEEDLES 
= 
INSTEAD OF INSTEAD OF INSTEAD OF 
5 
a 
— 
ay 
a 
$7 
anal 


About Engineering 


Oonciuded fr 


This is it! 


Delightful 


Flavours 


ORANGE 
* 


GRAPE 


K iT in 


Prepaid Anywhere 


Gibbons Quickset Desserts 


20 RIPLEY AVENUE (New Address) TORONTO, ONTARIO 


Texas Hospital Headed by 
Former Regina Administrator 


Employee Manual Available 


40) af pita es ive it vn get make fu e ort KI t his 
ystem Where hould a hospita rating syste ave auxiliary engin ng rt 
art generating | POW ind-by hg un opera teel f La if 
er? It idvantageous in a reyion ing ‘ An e erg necessat ii spital engineer ng prob 
erating system, but in colder regions fron mattery ‘ whic there have mat 
; where the heating load is carried for can be so arranged that the surgeor recently that, ur s a hospital ad eu 
ae, sx months of the year or where hea n the operating room or the obstetr strat ur ngineet elf. it - 
ng and powe sds at walanced. it not n ep 
a paying prope tron tor } ‘ even tert hig ng 
pital to tall its own pow when the ou ut off onst af 
4 during the season when no ng feel id strator ould a obtains exper viet efor he 
‘ ivy trie yeneratiny par i } tud n «deal ny iui ! oft 
— not only the he > i consider 
regard to any til or struc 
7 1 | taf n H 
QEUrpar ‘a’ pital Association Fetor ( 
LEMON Memorial H 
| 
{ More than 7 tempting, palatable, sustaining drinks at less thar ‘ents each The Pub ions Department of 
The popular of Canadian Hospitals thy \ ciation 
(our is mar j 
timp \ ted ply of 
a Makers of Gibbons Quickset Jelly Powders and Desserts pu \ 
rice $5 50 
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Fund-Raising Services 
Available to Canadian Hospitals 


The Officers and Directing Staff s Organizations have engaged 


have raised a 


in the direction 
total of over $5 000. Each campaiq onducted since rid War Il by 


Wells Organizations rith one exc on, h¢ ee yver-subscribed. The 


average percentage of objectives raised on hospital building campaigns in 


1947 was | in the Spring of 1949 it rose to 142% 


Organizations of Canada is the realization 
umbition of F. Herbert Wells, Chairman of the Boards of the Wells 


Organizations. While assisting the Salvation Army in 1940 in a successful 


$1,000,000 Dominion-wide campaign, Mr ‘lis determined to create a quality 


fund-raising service in Canada which Id be e ] n hospitals 
churches, colleges and other non-profit organizations 

To-day’s fund-raising problems often require many related services such as 
surveys, organized self-studies and public relations programmes. All of these 
can be provided by Wells Organizations’ staff of more than thirty qualified and 


experienced fund-raising consulta ind directors 


An inquiry pertaining to the fund-raising needs of your hospital 
will incur no obligation 


Wells Organizations 


of Canada 


330 BAY STREET PLAZA 5878 
TORONTO, ONTARIO 


Raising Campcians 


3 
any 
i 
of the 
a 
‘ 4 
4 
FUND-RAISIN N ANTS AN Dr 
Wells Organizations of Texas, Inc Wells Organizations, |: Wells Organizations of O} ae 
Electric B jing Washing i ing Williams Buliding 
Washington. I leveland. Ob 
Since 191] the name WELLS has stood for Quality Fund-[ 0 
1950 
fe 


Hospital Utilization 
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‘arroll Adams, Vi resident; Benjamin F. Hirs 
in 
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extensive im 
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he stressed 


uments as 


Te. 
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Obviously the rates and sts The remainder i the tot ost n imescapable responsibility to 
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the indigent nd the enromically the rates and i! itient services ne set 
ill, need 1 re than the rest nder u ersa WI 4 ; hy é 
of the population and that hospita nigher et mpared with the ind thee if provide nae 
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eliminat restrictiot for and cost where 1 prepayment rem ait netant pressure t 
pre-existil nelit vaiting mer ¢ The re she tretch the et tor f in-patient 
¢Tiod Wnt i ‘ ret re ‘ river care 
days More paving the tactor which als re ts in hiphe Dhere wa i eal eed eN 
costs of hospit peration rather  utilizatio under the imtary amine our facilities and services 
tha Boing i pla i i 
ht thie re rted expend lhe ret the nor the wally indy the 
3 ale 
noher 1 } mta e t economica ise 
highe illne re i | 
vreatet previousls ed eing made ities and se 
low eof bookkeeping \iter \s hospi i ser ) \ 
ll. the total « of } mitalized improve, the demand wall probably general hospita Such an ¢ 
met tron rie ince Under ar realistic a t the hare o he ince { era ita 
tea } } t} fect perative’ 
this total w ippear annual ote » hospita ire, the elte erative 
Visits B kl Fi 
Le World Famous Surgeon Visits Brooklyn Firm : 
4 
4 
q 
: 
Left f 
c 
» 
R HANS FINISTE 
the Inte stiona 
Brooklyn laborat 
manufacturing subsidia 
pany. Dr. Finsterer 2-ye 4 
Sit versity of Vienna, who is the hith surgeon fo receive the the importance of surgical materials and instr 5. 
pie honor in 14 years, came to Brooklyn following a ¥ Bit un adjunct to the skill of the surgeon ‘ 
ase with President Truman in Washington. The Doctor is Dr Finisterer was pleased to receive from B. F. Hirsch ; 
Ta noted fot his work in abdominal surgery, having pé Executive Vice-President of the company, the offer of a r 
formed more than 8 yastric rese ns (partia { certa products which cannot be obtained in 
were complete removal of the stomach ising : 11 anesthesia A na a he presen ne 2 
only 
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INFORM CONTROLS 


AN AID IN 


Control of Epidemic Infant Diarrhoea 


irrhoea has been frequent. Too 


but it has been 


shown markedly reduces 


he American Hospital Association and the 


resulted in recommendations for 


Techniques by either the auto- 


OR at 212° F.—for 25 minutes 


for us ith the 230 


aeveioy ed {k 


spended in a glass tube 


has been filled with water 


ntrol test bottle led, capped and placed 
» centre of the {c itoclaves and one-third 
two-thirds of the r types 


The Pellet in the Inform C ol] will melt only when the tempera- 


ensure bacteriologically 


acce; 


+ 
\ 
4 0 
0 
ie 0 
t} sk ¢ 
The outbreak of Epidemic Infant Dé 
‘+ 
often > cose 
4 n the cause has not been specifica ted a 
+h 
the incidence o! outbreak 
« Ormuia 3 
clave method at 230 F f 
} 
form Controls } 
Intorm Controls have been 
a 
The Inform Control consists of we 
| The tube is placed i farm 
| to the n 
to the normal! level of feedings (about 3 c 
} 
{ 
x 
| in 
ind 
j 
After 
gageptable formula 
Obtain information and samples of Inform C He: 
sampies of inform Controi trom abe 
Smith 
Smith & Underwood sole manufacturers [ 
ntrols 
EBRUAKY. 1954 
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AT A GLANCE 


Method of 


PREVENTING 
INFECTION * 


Ik NOT MELTED 
the pack is 
DANGEROUS 


Ik MELTED 
the pack is 
perfectly SAFE 


Before autoclaving 
a Diack 


centre of each large bundle 


Control at the 
of dressings, particularly in 
the large bundles located at 
the bottom of the chamber 
Allow the 


extend out of the packs 


long threads to 


When the charge has been 
run each pack of dressings 
may be checked for com 
plete sterility by pulling the 
Diack out of the bundle 
Examine the tablet; if melted 


the dressings are SAFE! 


<« Book Reviews 


TECHNIQUES OF SUPERVISION IN 
PUBLIC HEALTH NURSING By ING By 
Ruth B reeman, R.N., B.S., M.A Ed.D., Dear 

i rator, Nursing Services, University 
National Red Cr Superint 
nd ditior 


Theresa I 


agents, 
1949 


ANADIAN 


COMMUNICABLE DISEASE 


NURS- 
Lynch, K.N., 


School of Nursing, 


Illustrated 
Canadian 
td., Toronto, 


inion and 


ich alone 
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{the 
f Pennsylvania; formerly 
of lent of Nurses and Di- 2 
Instruction, The Willard 
oe Published b W. OB inders Co., Parker Hospital, New York City. Sec ue 
Vhiladelphia, Canadian Agents, Mc ond edition Pp. 776 
Ainsh & Co, Ltd., Toronto Price $5.50 Published 
/ \ Mosby Co., St. Louis, M 
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NO TROUBLE AT ALL TO KEEP GLASSES, 
— CUTLERY, SPARKLING CLEAN.. 


DISHWASHING COMPOUND 


MADE IN CANADA 


SPECIALIZED CLEANERS AND ALKALIES 
1119A YONGE STREET Princess 1481 TORONTO, CANADA 


ii 
2 
J U4, 
~ 
ae 
| | : 
4 / 
| 
| 
| 
| 
| 
| 
| | 
| | 
McKAGUE CHEMICAL COMPANY 
. 
| 
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Provincial Notes 


nciuded tron 


wryly EXPERIENCED OPERATING ROOM 
SUPERVISOR REQUIRED 
$150,000, N tor 


EXPERIENCED HOSPITAL 
DIETITIAN REQUIRED 


pening end of 
initial complement 
ellent opportunity for 
amount of mon \\ et a rson prepared to organize a mod 
donated ew hosp Dy th WANTED POSITION depa 
vorton family AS BUSINESS MANAGER OR he 40 Jack 
ASSISTANT SUPERINTENDENT ateman, Superintendent, Stratford 

' ral Hospital, Stratford, Ontario 

X pe eRS nanager 


ible 


IMMEDIATELY AVAILABLE 
Fine 


experi 
ils supplied 


OW 


N artist's 
Company 


process of « 
to many by the : 
Black. This Company 


Surgical Dressings, Elastic Goods and Sut wounds > the pl 


Situated on a sever 


Drive on Curity Avenu 


| 
t t re thar it is never been 
patients fi we of the scope of ¢ rit or , nfortunats at ha never beer 
ingiy as tunds bec © ava . 
ADMINISTRATOR WANTED 
\ cy exists f a hospital 
Harry Vorton Superintendent for the General Hos 
pit t St. John’s, Nfld. (265 beds) 
ag Interested applicants should communi a 
cate with the Deputy Minister of 
Health t. John’s, Nfid 
support of the hospita a pa veok, 4 eeks vacation every yeat 
president of board of d t ted ked to apply t 
nerintendent of Nurses. Public Ge 
and a member of the committ if Nu 
eral Hospital, Chatham, Ontario, and to 
spor ible for th new } build tat +} 
oua large hospital. Would consider position 
of super tendent in s tiller institut 9 
te Colchester County Hosnital das bu ‘ of 508-bed Q 
hospita Buffalo for 4 year Two record, ex training, 
nearing completion and exp | 1 
‘ | ears in the R.C.A.I Position in one en mn managing. Full deta 
be ready for « cupancy tl mont f the W neces Ontario upor request Personal 
= \ —— ‘can be used. the old preferred. A ble at on Box 292, desired Ar ere in Canada. Write as 
The Canadian Hospita Bloor St. W Box No. 232A, Canadian Hospital, 57 
part of the h ita to he Foronto Bloor St. W.. Toronto. Ont 
New ‘Bb & Black 
ome o auer ac eee 
wee, 
: 
Se conception of the new home of The Kendal! plant is of red brick and steel frame construction. It will : 
AS Sanada Limited, which is now r be used for the establishment of special manufacturing 
s iction. It is more familiarly knowr phases, and accommodation of present operations and i 
ate ne of its majcr division, Bauer 4 fices now located at 419 C vell Avenue, Toront 2 
a well-known ! ts line Cunity Present plans call for attractive landscaping on the 4 
The remaining space will 
4 SEE, acre site to the north of Cont be used for future plant expansion, recreation grounds ee 
this modern new single stor ind off-street parking 
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Refrigeration 


performs a multiplicity of tasks in the new wing of 


ST. JOSEPH’S HOSPITAL, Toronto 


In thousands of hospitals, institutions and — lation serviec And Frigidaire and General 


FRIGIDAIRE 
REFRIGERATION WAS 
apprecatiwo oft wrlormance { «dus 
CHOSEN FOR = rinat in all highest in the industry 


Vegetable, Dairy and Meat It is natural that Frigidaire should be 


refrigerators ¢ Bakery refrig called upon to handle such widely diversified 
erator ¢ Meat cutting room 


other buildings, Frigidaire equipment is earn- Motors manufacturing standards are the 


Frigidaire assures the right equipment, the 


dependability, and the economy of operation 
vou demand for your building 
refrigeration requirements, for Frigidaire is 


e Le ve : to 
Left-over refrigerator e the leader in the refrigeration industry Consult your loeal Frigidaire Commercial 


( sage refrigeratoreServery ‘ 
varbage eer Frigidaire offers the widest range of commer Dealer listed under “Refrigeration” in the 
cml retrigeration Winiticts Section oF your MM? r 
mula room e Blood Bank 


Mortuary e Diet kitchen 
e Pass-through refrigerator e 


65 cubic feet Reach ine Salad SEND THIS COUPON FOR FULL INFORMATION 


units Beverage cooler Ice FRIGIDAIRE PROD! LIMITED 
Dept. 


Leasde, Ontar 


the mont « ypers need engineering and instal the coupon for full information 


cream cabinet 


FRIGIDAIRE 


Products of Canada, Limited, Leaside, Ontario 


1 \ 
ARY, 1930 
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Occupational Therapy 
neluded from pase 31) 


in Tent 


The Physically Handicapped 


MATERIALS & SUPPLIES 
FORA 


Tree Sugar ARTS AND CRAFTS 


/ 
Introducing 
Some New Ideas for Potients' 


meets every 
Industrial need 


THE ALCOHOL DIVISION 


THE ONTARIO PAPER COMPANY LIMITED 
Sold and Distributed by ve is fast and convenient 


10 INDUSTRIAL ST., LEASIDE, ONTARIO 


WAREHOUSES. TORONTO, MONTREAL and THOROLD Toronto - 645 Yonge Street 
Saint John -— 38 Water Street 


Winnipeg — 425 Graham Avenue 
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lers himself. when he is suddenly When t rye from hospital trained occupational therapists. With 
but one school im anada our ettorts 
oO achieve our goal will rustrated? 
\\\ until suftt ent raining s hools are 
Wha we need firs eny 
\ more venera hospitais and specia 
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trained personne to stall these Wwe 
iv be enlarged in hospital centres 
\ that these may act as pilot projects 
; to show the way 
; 
\ \ \ Progress will be slow, let us deo first 
' 
\ 
\ 
ie: | When my wav ts too rough tor \ au 
ie feet. or too steep for my strength, | om 
h far scattered ¢ r wit 
rosebuds of delights: and, having 
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Lewiscraft experts have devised some 
new ideas—new ways for your patients 
t pass time pleasantly mprove their 
tlook 
\ Take the Beautie-Bird Kit for instance 
tr tornia With this kit exciting 
\ giar 1s pins in be made adorn 
ing and dresses r the Felt 
\ ) Mac-a-Mocs may be worn in the hos 
\ \ pita sed for gifts 
\ These kits. and others, are Lewiscraft 
i exciusives. And you can get all your 5 
Mer ratt supplies from one source be it i 
w ithe art supplies This 
he ma jer 
ient Order 
ttalogue by 
4 
‘ 
4 
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Reasons for Demand 


oft 


nce ; 


ib) Mode 


Escape the “hour hand” squeeze of 

office work by making dictation a private matter 

between you and your Edison Voicewriter . . . 
Summary freeing your secretary to help ovt on other tasks. 


She'll appreciate, too, the clarity of Edison's 
exclusive Eor-Tuned Jewel-Action. tt “tailor makes” 
your voice by eccentuating the higher, word-defining 
tones, She'll work faster, too, with fewer errors, and 
be finished sooner, to help you other ways. 


Whether it is the new disc-type or electronic 
cylinder-type, no other instrument matches 
Edison understandobility . . . because only 
Edison has Eor-Yuned Jewel-Action. 


Phone “EDIPHONE” in your city, or write Thomos A. Edison of Conada, Toronto |, Ontaria. 
Edison Safety Discs can be re-surfaced and re-used repeatedly 


Too Many Beds? 
(a) The eluctance f physicia 
treat patients at hom th 
| 
methods of treatment whic 
require ed adn trat \ 
(c) Use of der vender dr 
| 
tion Ac kes b 
nel the patient free practically free 
(e) The change to small fa d 
part of the public f the f 
A r 
cent between 1929 as 104; _ 
Ag 1O4R 135 000 seat 
fey} } 
1] 
4 rit t t 
vit 
neide 
‘ 
4 
‘ 


COMPARE THE WORLD’S 


new products...new prices 


Never before has it been so important 
for all businessmen to reconsider their 
sources of supply. For both buyers and 
sellers, whether engaged in domestic 
or in international trade, recent 
changes in currency values have 
created new areas of competition. 

At the C.LT.F. you can see and 
compare the competitive goods of 
many nations... arrayed side by side 
in trade groupings . . . priced so you 
can quickly assay relative values. 

Choose this convenient, economical 
way to find out where your money 
buys the most. Arrange now to attend 
the Canadian International Trade Fair 
in 1950. 


For detailed information concerning 
The Canadian Internotional Trode Foir 
please write to 
THE ADMINISTRATOR 
CANADIAN INTERNATIONAL TRADE FAIR 


Exhibition Park, Toronto, Ontario 


Windsor Doctor Absolved 


In Death of Twins 


Canadian International 


Trade fair 


MAY 29-—JUNE 9, 1950 TORONTO, ONTARIO 


DEDICATED TO THE PROMOTION OF INTERNATIONAL TRADE BY THE GOVERNMENT OF CANADA 
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ed them dead, and as_ the 
‘ner hleeding badly had 
ed her to hospi er, 
the house to take the bodies to the 
indertaket he found them breath 
the P ed reathing the next day 
Vhe ry found that the twins 
ed a iral death due pre 
/ ina | a 4 
2 | t were riv developed This 
i 
} red the doctor of responsibility 
4 Phe lid add, however, that in 
“a 
rs rs should 
con t mpelled t submit a full and 
ect report to the ( row? \t 
e gir whv do edt 
tors reter to themselves as “we 
age id +} llow wi 
\ it the fteiow 
y think there ire to many tor him 
‘ os | 
i 
| 


An Alphabetical Directory of Equipment, Supplies, Building 
Materials and Specialties, with Names of Suppliers. 


BUYERS DIRECTOR ~ Es 


If you wish to obtain further particular regarding sources of supplies of any 


kind, we shall be glad to secure the 


information for you. Please write The 


Canadian Hospital, 57 Bloor Street West, Toronto 5, Ont 


ABSORBENT COTTON AND GAUZE 
Bauer & Black Division of the Kendall Co 
Lid., Toronto. 
Casgrain & Charbonneau, Ltée., Montreal 
Fisher & Burpe, Ltd., Winnipeg. 
Gordon Mackay & Co., Lid., Toronto 
Johnson & Johnson, Ltd.. Montreal 
Smith & Nephew, Ltd. Montreal 
ACCOUNTING SYSTEMS 
Physician’ Record Co., Chicago, Hl 
ACOUSTICAL TREATMENT 
Alexander Murray & Co., Ltd., Montreal. 
Armstrong Cork, Canada Ltd., Montreal 
Dominion Sound Equipments, Ltd. Montreal. 
ADHESIVE BANDAGES AND PLASTERS 
Bauer & Black Kendall Co 
Toronto 
Becton, Dickinson & Co., Rutherford, \.J 
Parke, Davis & Co. Ltd.. Walkerville, Ont 
Smith & Nephew, Ltd., Montreal 
ADHESIVE PLASTER 
Bauer & Black Division of the Kendall Co. 
Ltd., Toronto. 
Fisher & Burpe, Ltd., Winnipeg. 
Johnson & Johnson, Ltd... Montreal. 
Smith & Nephew, Ltd. Montreal. 
ADHESIVE REMOVER 
Smith & Nephew, Limited, Montreal 
AIR CONDITIONING EQUIPMENT 
Canadian lee Machine Co. Lid Toronto 
Frigidaire Products of Canada Litd., Leaside, Ont 
Universal Cooler Lid., Brantford, Ont 


AIR AND WATER HEATERS, ELECTRI( 
Superior Electrics, Ltd.. Pembroke, Ont 

ALCOHOL, RUBBING, DENATURED 
Apco Sales Limited, Leaside, Ont 
Gooderham & Worts, Ltd. Toronto 
Standard Chemical Co. Ltd., Toronte 

ALUMINUM WARE 
Aluminum Goods Limited, Toronto 
Cassidy's Limited, Montreal. 
General Steel Wares, Ltd., Toronto. 
Kitchen Installations Ltd., Ajax, Ont. 
S. H. Newman Co. Lid., Toronto 
Neptune Meters, Ltd., Long Branch, Ont 
Wrought Iron Range Co., Ltd., Toronto 


Division of the (Canada 


(Canada) 


ANAESTHETICS 
Canadian Liquid Air Co. Ltd. Montreal 
Mallinckrodt Chemical Works, Ltd. Montreal 
Merck & Co., Ltd.. Montreal. 
Ohio Chemical Canada, Ltd., Toronto 
E. R. Squibb & Sens, of Canada, Ltd., Montreal, 


ANAESTHETIC APPARATUS 


Becton, Dickinson & Co., Rutherford, NJ. 
Canadian Liquid Air Co, Lid., Montreal, 
Down Bros. & Mayer & Phelps, Ltd. Toronto. 
J. F. Hartz Co., Toronto. 

Ingram & Bell, Limited, Toronto. 

Ohio Chemical Canada, Ltd., Torente 

The Stevens Companies, Toronto, 


ANTISEPTICS 
J. F. Hartz Co., Ltd... Toronto 
Ingram & Bell, Limited, Toronto. 
Parke, Davis & Co. Walkerville, Ont 
Parker, White & Heyl, Inc., Toronto 
Reckitt & Colman (Canada) Ltd., Montreal 
APPAREL, HOSPITAL 
Bland & Co., Montreal 
Corbett-Cowley, Teronto 
CorDest Garments Ltd. London, Ont 
Lac-Mae Ltd., London, Ont 
Robert C. Wilkins Co, Lid., Farnham, Que 


APPLICATORS, RADIUM 
Sterling Rubber Co., Guelph, Ont. 


AL TOCLAVES 
American Sterilizer Co., Erie, Pa. 
B. O. Montreal 
Canadian Laboratory Supplies, Ltd, Toronto 
Castle, Wilmot Coe. Rochester, N.Y 
J. Hartz Co. Ltd. Toronto 
Ingram & Bell, Ltd. Toronto 
Scanlan-Morri« Co., Madison, Wis 
The Stevens Companies, Teronto. 
Surgical Supplies (Canada) Ltd., Toronto 


BABY CREAM 

Johnson & Johnson, Limited, Montreal. 
BABY FOODS 

BABY POWDER 


Colgate-Palmolive-Peet Co.. Ltd. Toronto. 
Johnson & Johnson Ltd. Montreal. 
Merck & Co. Montreal. 


Heinz Co. of Canada, Ltd.. Toronto 
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BLANKETS, FLANNELETTE 
Ayers Limited, Lachute Mills, Que. 


we 


BAGS, LAUNDRY 
Bland & Co., Montreal. 
Dalglish Chemicaia, Limited, Toronto 17. 
Dominion Textile Co. Mentreal. 
Lac-Mac Limited, London, Ont 
Gordon Mackay & Co. Lid., Toronto. 
G. A. Hardie & Co. Lid. Toronto 
BANDAGES, CREPE TYPE 
Smith & Nephew, Limited, Montreal. 
BANDAGES, ELASTIC ADHESIVE 
Smith & Nephew, Limited, Montreal 


BANDAGES, GAUZE 


Bauer & Black, Division of the Kendall Co. (Canada) 


Lid., Toronto 
Johnson & Johnson, Ltd. Montreal. 
Smith & Nephew Ltd. Montreal 


BAND-AID ADHESIVE BANDAGES 
Johnson & Johnson, Limited, Montreal. 
BANDAGES AND SPLINTS 
Piaster 


Bauer & Black, Division of the Kendall Co, (Canada) 


Lid., Teronto 
Johnson & Johnson, Limited, Montreal 
BASAL METABOLORS 
Canadian Liquid Air Co. Lid. Montreal, 
\-Ray & Radium Industries, Lid. Toronto 


BATH ROBES 
Corbett-Cowley, Lid loronto 
CorDest Garments, Ltd. London, Ont. 
Lac-Mac Limited, London, Ont. 

BED GOWNS 
Hland & Montreal. 
Corbett-Cowley, Toronto 
CorDest Garments, Ltd., London, Ont 
Lac-Mae Limited, London, Ont 
Wilkins, Robt. C. Co. Lid., Farnham, Que 

BED SPREADS 
CorDest Garments, Ltd., London, Ont. 
Dominion Textile Montreal 
Hotel & Hospital Supply Co. Toronto. 
G. A. Hardie & Co. Lid. Teronto 
lextile Products Co. Toronto. 


BEDS, HOSPITAL TYPE 


Dominion Metalware Industries Limited, Long Branch 


Katon Co, Toronto 
Ives Bedding Co., Limited, Cornwall, Ont. 
Metal Craft Co. Ltd. Grimsby, Ont. 
Metal Fabricators, Tillsonburg, Ont 
Parkhill Bedding, Winnipeg. 
Simmons Limited, Montreal 
Robert Simpson Co. Toronto 
BEVERAGE COOLERS 
Coca-Cola Ltd. Toeronte 
Frigidaire Preducts of Canada Ltd. Leaside, Ont 
Universal Cooler Co. Brantford, Ont 
FOOD 
Coca-Cola Lid, Toronto 
Harold P. Cowan Importers, Ltd., Teronto 
Gibbons Quickset Desserts, Toronto 
Juice Industries, Inc. Dunedin, Florida 
J. H. Stafford Industries, Ltd.. Toronto 
Vi-Tone Products, Ltd. Hamilton, Ont 
BIOLOGICALS: CAntitoxins, Serums, Vaccines, etc.) 
Cutter Laboratories, International, Toronto. 
Ortho Pharmaceutical Corpn. (Canada) Ltd. Toronto 
Parke, Davis & Co. Ltd. Walkerville, Ont 
Sharp & Dohme (Canada) Ltd.. Toronto 
R. Squibb & Sens of Canada Montreal 
BIRTH CERTIFICATES 
Franklin C. Hollister Chicago, I 
Physicians’ Record Co. Chicago, Ul 
BISCUITS 
Christie Brown & Co., Teroento 


CABINETS 


Cassidy's Limited, Montreal. 
Dominion Textile Co., Ltd... Montreal. 
Eaton Co., Litd., Toronto. 
Gordon Mackay & Co., Ltd., Toronto. 
Hotel & Hospital Supply Co., Toronto 
Robert Simpson Co. Ltd., Toronto. 
fextile Products Co., Ltd., Toronto. 


BLANKET WARMERS 


American Sterilizer Co., Erie, Pa. 


Dominion Metalware Industries Limited, Long Branch. 


Metal Craft Co., Ltd., Grimsby, Ont. 
Metal Fabricators, Ltd., Tillsonburg, Ont. 
BLOOD CULTURE BOTTLES 
Becton, Dickinson & Co., Rutherford, “NJ. 
BLOOD FRACTIONS 
Cutter Laboratories, International, Toronto. 
BLOOD PRESERVATIVES 
Abbott Laboratories, Ltd.. Montreal. 
J. F. Hartz Co. Limited, Toronto. 
BLOOD SOLVENT 
Fisher & Burpe, Limited, Winnipeg. 
BLOOD TRANSFUSION SETS 
Baxter Laboratories of Canada Ltd., Acton, Ont. 
Cutter Laboratories, International, Toronto, 
Ingram & Bell, Ltd., Toronto. 
BODY RUB 
Fisher & Burpe, Limited, Winnipeg. 
BOILERS 
Crane Limited, Montreal 
BOOKS, MEDICAL and HOSPITAL ADMINISTRATION 
Macmillan Co, of Canada, Ltd., Toronto, 
Physicians’ Record Co., Chicago, I 
BOOKKEEPING-—CALCULATING MACHINES 
National Cash Register Co. of Canada, Ltd., Toronto. 
Remington Rand Limited, Toronto. 
BROOMS, ELECTRIC 
G. H. Wood & Co. Ltd. Teronto. 
BRUSHES AND BROOMS 
Dusthbane Products, Ltd., Ottawa. 
tory and Special 
Dominion Metalware Industries Limited, Long Branch. 
Metal Craft Co. Ltd., Grimsby, Ont. 
Metal Fabricators Ltd., Tillsonburg Ont. 
Office Specialty Mfg. Co., Ltd., Newmarket, Ont. 


J. & J. Taylor, Ltd. Toronto. 
Westee!l Products Ltd., Toronto. 


Office Specialty Mfg. Co, Ltd.. Newmarket, Ont. 
Remington Rand Limited, Toronto. 
ABINET LOCKS 
Corbin Lock Co. of Canada, Limited, Belleville, Ont. 
AP ETERIA FURNITURE 
Arnold Banfield & Co., Ltd., Toronto 
Cassidy's Limited, Montreal. 
Eaton Co., Ltd. Torento. 
Robert Simpson Co. Ltd., Toronto. 
MIX 
Gibbons Quick-Set Desserts, Toronto. 
‘ALL SYSTEMS 
Cannon Electric Co, Limited, Toronto. 
Edwards of Canada, Ltd.. Montreal 
Electro-Vox, Inc., Montreal. 
Northern Electric Co. Ltd., Montreal. 


AMERAS 


Burke Electric & X-Ray Co. Ltd., Toronto. 

B. O. Montreal. 

General Electric X-Ray Corporation Limited, Montreal. 
ANCER CONTROL FORMS 


Remington Rand Ltd., Toronto 
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has.bean:our business 
for half. a lifetime 


Long experience in the production and diftribution of gases is 

your guarantee that Canadian Liquid Air medical gases 
more than meet the highest standards of purity demanded by the 
“ indica! profession. Your needs can therefore be confidently placed 


in ove hands, Prompt delivery through our country-wide network of 
distribution poirtts assures your supply at all times. 
When you purchase medical gases and equipment, you have the further 
assurance that behind Canadian Liquid Air products are modern 


research and technical facilities that are second to none, 


Canadidn Li@ u i DA IR Company 


LIMITED ». 


¥ 


Medical and and Mixtures 
on, Foregger and Vaponefrit A@rosol Equipment Gas Distribution Systems 
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CANCER FORMS, A.C.S 
Physicians’ Record Co., Chicago, Hl. 


APS AND MASKS 
Bland & Co., Lid., Montreal. 
Corbett-Cowley, Toronto 
CorDest Garments, Ltd., London, Ont 
Johnson & Johnson, Litd., Montreal 
Lac-Mac Limited, London, Ont 


APS, CAPES—NURSES’ 
Bland & Co., Ltd., Montreal. 
Corbett-Cowley, Toronto 
CorDest Garments, Ltd., London, Ont 
Lac-Mac Limited, London, Ont. 
ARBONATED DRINKS 
Coca-Cola Litd., Toronto. 


‘ASH REGISTERS 
National Cash Register Co. of Canada Ltd., Toronto 


‘AST PADDING, LATEX FOAM 
Dunlop Tire & Rubber Goods Co., Ltd., Toronto 
Goodyear Tire & Rubber Co. of Canada Ltd., Toronto 
‘“ASTERS 
Arnold Banfield & Co. Ltd. Teronto 
Canadian Fairbanks-Morse Co. Ltd., Montreal. 
Darnell Corp. of Canada, Lid., Long Branch, Ont. 
Fischer Bearings (Canada) Ltd., Toronto 
Flintkote Co, of Canada, Ltd., Long Branch, Ont 
Metal Craft Co., Ltd, Grimsby, Ont. 
Stanley Brock, Limited, Winnipeg, 


Stewart-Warner-Alemite Corp. of Canada, Ltd., (Bassick 


Division) Belleville, Ont. 
Viceroy Mfg. Co. Ltd., Toronto. 


ATHETERIZATION PRESSURE RECORDING 
APPARATUS 
Ferranti Electric Mt. Dennis, Ont, 
Smith & Stone Limited, Georgetown, Ont, 
ATHETERS 
American Cystoscope Makers, Inc., New York 
Canadian Liquid Air Co. Ltd., Montreal. 
Clay-Adams Co., Inc., New York, 
Sterling Rubber Guelph, Ont 
‘ATHODE-RAY APPARATUS 
Ferranti Electric Mt. Dennis, Ont 


Smith & Stone Limited, Georgetown, Ont 


CAUTERIES 
American Cystoscope Makers, Inc.. New York 


CELLULOSE DRESSINGS; BANDAGES 


Bauer & Black Division of the Kendall Co. (Canada) 


Lid., Toronto. 
Johnson & Johnson, Ltd. Montreal 


HAIRS, METAL 


Cassidy's Limited, Montreal 


Dominion Metalware Industries Limited, Long Branch 


Metal Craft Co, Lid., Grimsby, Ont 

Metal Fabricators Ltd. Tillsonburg, Ont 

Office Specialty Mfg. Co, Ltd. Newmarket, Ont 
Parkhill Bedding, Winnipeg. 

Simmons Limited, Montreal 


CHAIRS 
Office, U Jor St 


Office Specialty Mfg. Co. Litd.. Newmarket, Ont 
Remington Rand Limited, Toronto 


CHAIRS, WHEEL 
Canadian Fairbanks-Morse Co., Montreal 
CHAIRS, WOOD 


Cassidy's Limited, Montreal 
lr. Eaton Co, Ltd. Teronte 


CHARTS, ANATOMICAL 


Clay-Adams Co., Inc.. New York. 


CHINA 
Bell, Rinfret & Co., Ltd. Montreal. 
British & Colonial Trading Co. Ltd., Toronto. 
Cassidy's Limited, Montreal 
I. Eaton Co., Ltd., Toronto, 
Hotel & Hospital Supply Co. Toronto 


CHLOROFORM 


Merck & Co. Ltd., Montreal 
E. Kh. Squibb & Sons of Canada, Ltd., Montreal. 


CHOPPING MACHINES 
G. Ss. Blakeslee & Co., Ltd., Toronto. 
General Steel Wares, Lid. Toronto. 
Hobart Mfg. Ltd., Toronto. 
foledo Seale Co, of Canada, Limited, Windsor, Ont. 


CITRUS PRODUCTS 
Harold P. Cowan Importers, Ltd... Toronto, 
Juice Industries Inc.. Dunedin, Florida. 
J. H. Stafford Industries, Ltd., Toronto. 
Supereme Food Products, Lid.. Montreal 


CLEANSING AGENTS 
rs. Et 

Colgate-Palmolive-Peet Co., Toronto. 
Dusthane Products, Ltd. Ottawa 
Dye & Chemical Co. of Canada, Ltd. Kingston, Ont 
Flintkote Co. of Canada, Lid., Long Branch, Ont. 
Gordon A. MacEachern, Toronto. 
Huntington Laboratories of Canada, Ltd., Toronto. 
Hygiene Products, Lid., Dorval, Que. 
MehKague Chemical Co. Limited, Toronto. 
West Disinfecting Co. Ltd., Montreal 


Colgate-Palmolive-Peet Co. Toronto 
Dve & Chemical Co. of Canada, Ltd., Kingston, Ont. 


MeKague Chemical Co., Limited, Toronto. 
stanley Brock, Limited, Winnipeg. 


CLOCK SYSTEMS 
Paul Chaput, Lteéee., Montreal 
Edwards of Canada, Ltd., Montreal 
Electro-Vox, Inc., Montreal 


CLOSERS, DOOR 
Corbin. Lock Co. of Canada, Limited, Belleville, Ont. 


‘LOTHING, HOSPITATI 


Bland & Co., Ltd. Montreal 
Corbett-Cowley, Lid. Toronto. 

CorDest Garments, Ltd., London, Ont 
Lac-Mae Limited, London, Ont. 

Wilkins, Robert C. Co. Ltd., Farnham, Que 


OFFER GRINDERS 


Berkel Products Co., Limited, Toronto 
Hobart Mfg. Co., Ltd.. Toronto 


OLD STORAGE ROOMS 


Armstrong Cork, Canada Ltd., Montreal 
Canadian Ice Machine Co. Ltd. Toronto 
Universal Cooler Co, Brantford, Ont. 


OLLAR FINISHING PRESSES 
Canadian Laundry Machinery Co., Ltd... Toronto 


OMPFORTERS 
Corbett-Cowley, Ltd., Toronto. 
Gordon Mackay & Co., Ltd., Toronto 
Howard's Bedding, Ltd., Ottawa. 
Parkhill Bedding Ltd., Winnipeg 
Sleepmaster, Toronto 
Textile Products Co., Ltd.. Toronto 


OMMUNICATION SYSTEMS 


Cannon Electric Co. Lid., Toronto. 
Canadian Marconi Montreal 
Edwards of Canada Ltd. Montreal. 
Electro-Vox, Inc.. Montreal 
Northern Electric Co. Montreal 
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...pays for itself 
out of the 


money it saves! 


The speed and accuracy of National Mechanized Accounting result in savings 
that are alwavs substantial...sometimes enough to pay for the entire 
installation in a relatively short time. Then, year after year, these savings 
continue in reduced accounting expense 

The National Window-Posting Machine operates on both the all-inclusive 
rate and the specific-service rate. In one operation, it posts the patient's bill, 
the account card, the journal sheet, and the posting voucher with 
machine-printed figures 


All bills are posted daily ...in balance neat, and easy to read... instantly 


available on demand. All printings are originals and identical. No carbons 
are used. There is no other machine like it for hospital work! 


Learn the facts about this modern mechanized method of record keeping 
local National representative a systems analyst to show you the savings you can 
reasonably expect with the National Window- Posting Machine 


Ask your 


ACCOUNTING MACHINES 
NATIONAL CASH REGISTER COMPANY OF CANADA LIMITED | 
Lansdowne & Dundas, Toronto 
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COMPRESSES, PLASTIC 
Montreal Suspeoders & Umbrellas, Lid., Montreal 


CONDENSED SOLPS 
H. J. Heinz Co. of Canada, Lid., Toronto 


CONTROLS, STERILIZER 


Aseptic Thermo Indicator Co., Los Angeles, Cal 
F. Hartz Co. Lid, Toronto 

Ingram & Bell, Ltd., Toronto. 

The Stevens Companies, Toronta. 

Smith & Underwood, Koyal Oak, 


CONVEYORS, FOOD 


Canadian Fairbanks-Morse Ltd., Montreal 
Dominion Metalware Industries Limited, Long Branch. 
General Steel Wares, Lid. Toronto. 

Kitchen Installations Ltd. Ajax, Ont. 

Metal Craft Co. Grimsby, Ont. 

SS. H. Newman Co. Lid. Toronto. 

Robert Simpson Co. Ltd., Toronto. 

Wrought Iron Range Co. Ltd., loronto 


Mich 


COOKING UTENSILS 
Aluminum Goods Limited, Toronto. 
Bell, Rinfret & Co. Lid. Montreal 
British & Colonial Trading Co. Ltd., Toronto 
Eilett Copper & Brass Co., Ltd., Vancouver. 
General Steel Wares, Limited, Toronto. 
Kitchen Installations Ltd. Ajax, Ont. 
Neptune Meters, Lid., Long Branch, Ont. 
S. H. Newman Co. Ltd., Toronto. 
Vollrath Company, Sheboygan, Wis. 
CORKS, CORK TILE, SPECIALTIES 
Armstrong Cork, Canada Ltd... Montreal 
ORN STARCH AND SYRUPS 
Canada Starch Ltd., Montreal. 


OTS, FINGER, ETC. 
Sterling Rubber Co, Ltd., Guelph, Ont. 

OTs, METAL 
Metal Craft Co. Grimsby, Ont. 
Metal Fabricators, Lid., Tillsonburg, Ont. 
Parkhill Bedding, Ltd.. Winnipeg. 
Simmons Limited, Montreal 

COTTON BALLS 
KRauer & Black, 

Toronto. 

Johnson & Johnson, 


RIBS, CHILDREN'S 


Division of the Kendall Co. (Canada) 


Limited, Montreal. 


Dominion Metalware Industries Limited, Long Branch 


lr. Eaton Co, Lid., Toronto 

Ives Bedding Co., Limited, Cornwall, Ont 
Metal Craft Co., Ltd. Grimsby, Ont 
Metal Fabricators, Ltd.. Tillsonburg, Ont 
Parkhill Bedding, Lid., Winnipeg. 
Simmons Limited, Montreal, 


Raver & Black 
Lid., Teronto 
Johnson & Johnson, Limited, Montreal 
ROSS AGGLUTINATION VIBRATOR 
Vendall Limited, Toronto. 
‘UBICLES 
Dominion Metalware Industries 
lr. Eaton Co. Toronto. 
Metal Craft Co. Ltd., Grimsby, Ont, 
Metal Fabricators, Ltd. Tillsonburg, Ont. 
Robert Simpson Co. Ltd... Terento 
Surgical Supplies (Canada) Ltd... 
Westeel Products Teronto 
UPS-PAPER FOR HOT AND COLD LIQUIDS 
Dixie Cup Co. (Canada) Lid. Brampton, Ont 
Globe Envelopes, Toronto 
Lily Cups, Limited, Toronto 
Victoria Paper & Twine Co., Ltd., 
G. H. Wood & Co. Lid., Toronto. 


Division of the Kendall Co. (Canada) 


Limited, Long Branch 


Toronto 


Toronto 


CURTAIN AND BLANKET FINISHING EQUIPMENT 


Canadian Hoffman Machinery Co., Ltd., Toronto. 
Canadian Laundry Machinery Co. Ltd., Toronto. 
J. H. Connor & Son, Limited, Ottawa, 

Stanley Brock, Limited, Winnipeg. 


USTARD POWDERS 


Gibbons Quickset Desserts, Toronto, 

s. Gumpert Co. of Canada, Lid. Toronto. 
“Junket” Brand Foods, Toronto 

J. H. Stafford Industries, Ltd., Toronto. 
Supereme Food Products, Ltd., Montreal. 


CUTLERY, TABLE 


Bell, Rinfret & Co. Ltd., Toronto. 

British & Colonial Trading Co., Ltd., Toronto. 
Cassidy's Limited, Montreal. 

Hotel & Hospital Supply Co., Toronto. 
MeGlashan-Clarke Co., Lid., Niagara Falls, Ont. 


LITTERS, BANDAGE AND GAUZE 
W. J. Westaway, Ltd., Hamilton. 


YSTOSCOPES 


American Cystoscope Makers, Inc., New York 


Ingram & Bell, Lid., Toronto 


DEEP THERAPY LAMPS 


Burke Electric & X-Ray Co. Ltd., Toronto. 
Casgrain & Charbonneau, Ltée. Montreal. 
Ferranti Electric Mount Dennis, Ont. 
Fisher & Burpe Limited, Winnipeg. 

General Electric X-Ray Corporation Ltd., Toronto. 
Hanovia Chemical & Mfg. Co., Newark, N.J 

J. Hartz Co., Ltd. Toronto, 

Ingram & Bell, Ltd., Toronto. 

The Stevens Companies, Toronto. 


INSTRUMENTS 


Dickinson & Co., 


DENTAL 


Becton, Rutherford, 


DRODORANTS 
Cody Paper Products, Limited, Saint John, N.B. 
Dusthane Products, Ltd., Ottawa, Ont. 
Thomas Gibson & Co., Teronto. 
Huntington Laboratories of Canada, Ltd., Toronto 
Hygiene Products, Ltd., Dorval, Que 
West Disinfecting Co., Ltd., Montreal. 
G. H. Wood & Co., Toronto. 


DESKS, NURSES’ STATIONS 


Dominion Metalware Industries Limited, Long Branch. 
Metal Craft Co. Ltd., Grimsby, Ont. 

Metal Fabricators Ltd., Tillsonburg, Ont. 

Office Specialty Mfg. Co. Ltd. Newmarket, Ont. 
Remington Rand Limited, Toronto, 

Simmons Limited, Montreal 


Robert Simpson Co. Lid., Toronto 


Mfg. Co., Lid., Newmarket Ont. 


Office Specialty 


DESSERTS 


Gibbons Quickset Desserts, Toronto. 

S. Gumpert Co. of Canada Lid., Toronto 
J. stafford Industries, Toronto, 
Supereme Food Products, Montreal, 


DENTROSOL 
Canada Starch Ltd.. Montreal. 
“Junket™ Brand Foods, Toronto. 
SUPPLIES 
Dennis, Ont 


Lid., 


DIAGNOSTIC EQUIPMENT 


lid., Mt 
(Canada) 


and 


supplies 


berranti 
Surgical loronto. 


DIAPERS 
Bauer & Black, 
Lid., Toronto. 
Gordon Mackay & Co., Toronto. 
Lac-Mac Limited, London, Ont. 


Kendall Co, (Canada) 


Division of the 
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TRADE MARK 


Dixie” is a registered trade 
mark of the Dime Cup 
Company 


“We save money 


by using... 


y U save three Ways when you use Dixie Cups 

and Food Containers. You save costly dish- 
washing, sorting, sterilizing and stacking. You 
save time wasted waiting ... Dixies are always 
ready, easy to use. You save food by choosing 
from a wide variety of shapes and sizes, those 
needed for proper portion control. For feeding 
both staff and patients, you save time, labor, and 
food by using Dixie Cups regularly. 

Always clean, always safe, Dixies are appre- 
ciated by one and all. There are no paper cups 
more widely known, more widely recognized than 
Dixie Cups—the original paper cups. 


DIXIE CUP COMPANY (CAN 


Brampton, Canada 


COLD DRINK 
curs 


COLD DRINK 


SAMPLING 


ADA) LIMITED 


ft 

f 
ICE CREAM 
CUPS 
= 
ey 
| | 
For mplete information on paper service write “A 
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DIATHERMY 
American Cystoscope Makers, Inc., 


APPARATUS 

New York. 
Ltd., Toronto. 
Montreal. 
Lid., 
Ont. 


Burke Electric & X-Ray Co., 
Casgrain & Charbonneau, Ltée., 
General Electric X-Ray Corporation, 
Ferranti Electric Ltd., Mt. Dennis, 
The Stevens Companies, Toronto 

X-Ray & Radium Industries, Limited, Toronto 


DICTATING MACHINES 


Montreal. 


Thomas A. Edison of Canada, Lid. (Ediphone Div.), 
Toronto. 
DISHWASHING COMPOUNDS 
Cody Paper Products, Limited, Saint John, \.B 
Colgate-Valmolive-Peet Co. Ltd. Toronto. 
Dustbane Producta, Ottawa. 
Dye & Chemical Co. of Canada, Ltd., Kingston, Ont 


Thomas Gibson & Co., Ltd, Toronto 
Huntington Laboratories of Canada, Ltd. 
MeKague Chemical Co., Lid., Toronto. 
Stanley Brock, Limited, Winnipeg 


DISHWASHING MACHINES 

G. S. Blakeslee & Co,, Ltd., Toronto 

General Steel Wares, Ltd., Torento 

Hobart Mfg. Co. Ltd., Toronto, 

S. H. Newman Co, Lid. Toronto, 

Robert Simpson Co. Toronto 

Toledo Scale Co, of Canada, Limited, Windsor, 

Wrought Iron Range Toronto 
DISINFECTANTS 

Cody Paper Products, Limited, Saint John, \.B. 


Toronto. 


Ont 


Dustbane Products, Ltd. Ottawa. 
Dye & Chemical Co. of Canada, Lid, Kingston, Ont 
Thomas Gibson & Ltd, Toronto, 


Toronto 


Hunnisett Co 


Huntington Laboratories of Canada, Ltd., Toronto. 
Parke, Davis & Co. Ltd., Walkerville, Ont 

West Disinfecting Co., L td., Montreal. 

G. H. Wood & Co. Limited, Toronto. 


DISINFECTORS, METAL 
American Sterilizer Co., Erie, Pa. 
Canadian Laundry Machinery Co., 
DISPENSERS 
Liquid 


Ltd., Toronto. 


ap 
Dusthane Products, 
Thomas Gibson & Co., Ltd. Toronto, 
H. S. Hunnisett Co., Toronto. 

Huntington Laboratories of Canada, Ltd., Toronto. 
West Disinfecting Co., Ltd... Montreal. 
G. H. Wood & Co., Ltd., Toronto. 


DOCTORS’ PAGING SYSTEMS 
Cannon Electric Co., Ltd. Toronto. 


Edwards of Canada, Ltd., Montreal. 
Electro-Vox, Inc., Montreal. 


Lid. Ottawa. 


DOCTORS’ IN AND OUT SYSTEMS 
Cannon Electric Co., Ltd. Toronto, 
Edwards of Canada, Ltd., Montreal. 


DOLLS, 
Clay- 


HOSPITAL 
Adams Co., 


Inc., New York, N.Y. 


DOORS, FLUSHWOOD 
Canada Flushwood Door, 


DRAINAGE TUBING 
Clay-Adams Co., Inc., 
Sterling Rubber Co., Ltd., Guelph, 
Viceroy Mfg. Co., Ltd., Toronto. 


DRAX LAUNDERING FINISH 


S.C. Johnson & Son, Ltd.. Brantford, Ont. 
Stanley Brock, Limited, Winnipeg. 


Ltd., Terrebonne, Que. 


New York. 


Ont 


Texolive 


THE DIFFERENCE! 
Woolens wash 


SOFTER, FLUFFIER 


with 
Kwiksolv 


Low Titre... Pure Powdered Soap 


The true secret of washing satisfaction lies in soft, bright, natural looking 
woolens. . . crisp, clear coloured fabrics . just what you can be sure of , 


every time with KRwiksolv. 


CUT GENERAL LAUNDRY WASHING COSTS WITH GOLDEN XXX 


GOLDEN XXX, a blend of pure fat, neutral aod uniform, with special ox? WOLF 7” 

wetting aod penetrating power, washes more thoroughly at moderate wOLDEN 

temperature (150°) . rinses more easily and reduces washing wear eh: i 


Saves money and fuel. 


POWDERED soar 
FREE ADVISORY SERVICE, [ct your Colgate presentative advise you hou 

best to mse Colgate products for 
booklet on your business letterhead. 


COLGATE- PALMOLIVE- PEET _COMPANY | LIMITED 


at ee 


your stablishme nt; Or write 


industrial Division |.2 Polmolive, Toronto 


Moncton @ Quebec @ Mont @ Regn 


i 
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COMPLETE SIGNAL SYSTEMS 
for COMMERCIAL and HOSPITAL USE 


SILENT PAGING SYSTEMS 


with dial control pages 2 to 4 names sitnultaneously, quietly, silently 
Dialing control panel not shown in above display 


BEDSIDE CALLING STATIONS 


pull cord type shown above. New locking pushbutton available 
Eight basic styles of calling stations to meer all needs of private 


room and ward 


VISUAL ANNUNCIATORS 


for quiet paging in factories, hospitals, etc. with 6 to 100 lights 
Equipped with intermittent soft tone buzzer, which may be cut off 
with switch 


CORRIDOR, DOOR & AISLE LIGHTS 


of various types for a variety of uses. Standard bayonet-type automo 
bile lamps, used in red, green, blue, amber, opal, et 


IN-AND-OUT REGISTERS 


with 10 to 100 names: manual type, singte tace, illuminated, double 
face, single pole and 4-way switches, Also remote control; message 
slots For hospital staff doctors, commercial offices, institutions, etc 


Contact our representatives im princ tpal cities or write for 
Signal Systems literature Address Department 1-231 


py 
COMPANY L ‘| 
DANFORTH AVENUE, TORONTO 
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SUPERIOR 


ELECTRIC TOASTERS 


Trouble Free — Non Automatic 
FOR CONTINUOUS DUTY FOR COMMERCIAL PURPOSES 


No 127H 9 slice Toaster 


GUARANTEED AND APPROVED 


Switches are concealed and protected from the heat Each 
element and switch can be removed and replaced indepen 
dently of the others—quickly 
MADE IN THREE SIZES 
No. 124H—3 slice, 1760 watts, 110 volts, 2 wire 
No. 126H—6 slice, 3080 watts, 110/220 volts, 3 
wire 
No. 127H—9 slice, 4400 watts, 110 220 volts, 3 
wire 
Bread is toasted on both sides at once On the 2 larger 
sizes esther ';) of the toaster can be operated alone 


Shipment from stock Improvements in manufacturing methods 
have enabled as to substantially reduce prices 


ELECTRIC GRIDDLE 


Automatic Heat Control—150 to 550 F. 


For Continuous Duty Commercial Purposes 


No. 153—4000 wotts-—220/ 230 volts—2 wire 
Machined heavy grey iron cooking surface 18” x 


18” with grease gutters and hole for connection 
to waste pipe. Finish 


Grease gutters & edges of casting: hi-heat alumina 
Body: genuine chromeplate over nickel 

Shipping weight — 110 Ibs 

Now Shipping Promptly 


‘ 


We also manufacture Urn Heaters, Room Heaters, Water 
Tank Meoters, Standard and Heavy Pressing trons, Heavy 
Duty Hot Plotes. etc 

Made by 


SUPERIOR ELECTRICS LIMITED 
PEMBROKE ONTARIO 


Manufacturers and Exporters 


DRESSINGS, PADS and ROLLS 


Bauer & Black Division of the Kendall Co. (Canada) 


Ltd., Toronto. 
Johnson & Johnson, Limited, Montreal. 
Smith & Nephew, Ltd., Montreal. 
DRESSINGS, PETROLEUM JELLY GAUZE 
Smith & Nephew, Ltd., Montreal. 


DRESSINGS, SURGICAL 


Bauer & Black Division of the Kendall Co. (Canada) 


Lid., Toronto 
Casgrain & Charbonneau, Ltée. Montreal. 
Johnson & Johnson, Ltd., Montreal, Que. 
Parke, Davis & Co. Ltd.. Walkerville, Ont 
Smith & Nephew, Ltd., Montreal. 


DRUGS, CHEMICALS 
See firms listed under “Pharmaceuticals”. 
DRUG SUNDRIES, PLASTIC 


Montreal Suspenders & Umbretlas, Ltd., Montreal . 


DRUG SUNDRIES, RUBBER 
Barringham Rubber & Plastics, Ltd., Oakville, Ont 
Clay-Adams Co., Inc.. New York. 


Ortho Pharmaceutical Corpn. (Canada) Lid. Toronto 


Sterling Rubber Co., Ltd.. Guelph, Ont 

The Stevens Companies, Toronto. 

Viceroy Mfg. Co., Ltd. Toronto. 
DUMB WAITERS 

S. A. Armstrong, Limited, Toronto 


DUPLICATORS and SUPPLIES 


Ditto of Canada, Limited, Toronto 


ELECTRICAL MAINTENANCE SUPPLIES 
Northern Electric Co., Lid., Montreal 
ELASTIC ADHESIVE BANDAGES, PLASTERS 
AND DRESSINGS 
Becton, Dickinson & Co., Rutherford, 
Smith & Nephew, Ltd., Montreal. 
ELECTRIC HEATING and COOKING APPLIANCES 


Bell, Rinfret & Co. Montreal. 
Moffats, Limited, Weston, Ont. 
Superior Electrics, Ltd.. Pembroke, Ont. 


ELECTROCARDIOGRAPHS 


B. 0. P., Montreal. 

Canadian Liquid Air Co. Ltd., Montreal. 
Ferranti Electric Limited, Toronto. 
General Electric X-Ray Corporation, Lid., Montreal. 


ELECTROCARDIOGRAPHIC EOUIPMENT and SUPPLIES 


Ferranti Electric Ltd., Mt. Dennis, Ont. 

\-Ray & Radium Industries Ltd., Toronto. 
ELECTRO-MEDICAL EQUIPMENT 

American Cystoscope Makers, Inc.. New York 

O. Montreal. 

Burke Electric & X-Ray Co., Ltd., Toronto. 

Canadian Liquid Air Co. Ltd.. Montreal. 

Casgrain & Charbonneau, Ltée. Montreal. 

Ferranti Electric Ltd... Mt. Dennis, Ont 

Fisher & Burpe, Ltd.. Winnipeg. 

General Electric X-Ray Corporation Ltd., Toronto. 

Hanovia Chemical & Mfg. Co., Newark, N.J. 

Philips Industries, Ltd. Montreal. 

X-Ray & Radium Industries, Limited, Toronto. 


ENAMELWARE, SURGICAL 
General Steel Works, Ltd.. Toronto. 
Hygiene Products Ltd. Toronto 
Vollrath Company, Sheboygan, Wis. 
ENVELOPES 
W. J. Gave & Co. Ltd., Toronto. 
Globe Envelopes, Ltd. Teronto 
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“Tale is a Dangerous Agent 
in its present use as a 


Surgi ‘al Glove Lubrieant”! 


SAFE SUBSTITUTE NOW 
AVALLABLE AT COST OF 
ONLY 2¢ PER OPERATION 


Postoperative adhesions caused by 
glove powder have long been a serious 
concern of surgeons and operating 
room assistants, 

{// published studies agree that tale 
as a glove lubricant is unsafe. Animal 
experiments have shown the dangerous 
complications that follow tal implan- 


tation, 


EFFECTS IN TISSUE 
Tale consists chiefly of mag- 
nesium silicate, It causes gran- 
ulomatous reactions in tissue, 
resulting in intra-abdominal 
adhesions, persistent sinus 
formation, or nodules in the 


wound, 


“Implantation of glove powder may 
occur from unwashed gloves, perfora- 
tions in gloves, spill on to sponges, 
instruments, and suture material, and 


by the air-borne route.””! 


SERIOUS COMPLICATIONS 


“The frequency of such contami- 
nation ts attested by the increasing 


reports of serious 


{nimal 


number of case 


experunents shou the granulo- 

matous reaction can ruidarty 

produced in the pertioneum, pleura, 


pericardium, muscle, joint, nerve 


and tendon.”*! 


FOREIGN BODY REACTION 
German*? found intra-abdominal 
granulomata which he proved came 
from foreign body reaction to tale in 
10 out of 50 unselected patients sub- 


jected to a second laparotomy. 


Seelig*® repeatedly demonstrated 
the danger of tale in mice, which are 
notably resistant to the production of 
adhesions, by injecting 2ec. of a 5‘ 

saline suspension of the powder intra- 
peritoneally, and has stated that “‘the 
average surgeon cannot possibly per- 
form this experiment and ever after- 
ward face taleum powder with 


equanimity.” 


REPLACEMENT 
As a replacement for tale, a 
wholly safe and efficient dust- 
ing powder is now available. 
This new powder, called Bio- 
Sorb, is a mixture of amylose 
and amylopectin, derived from 
corn starch, with a small 
amount of magnesium oxide 
added. It is treated physically 
and chemically to assure good 


lubrication after sterilizing. 


COMPATIBLE WITH TISSUE 


si0-Sorb is compatible with body 


tissues and is rapidly absorbed. It does 


not injure rubber gloves. It fits regular 
i) R. technics. Costs leas than 2 cents 
per operation. Bio-Sorb has been used 
over two years in several hundred 
hospitals. Complete literature mailed 


on request, 


SAFETY CONFIRMED 


The findings of Lee and Lehman® 
that Bio-Serh is safe have heen con- 


firmed by Lindenmuth’ and Mae- 


Quiddy.” Postlethwait et al' concluded 
that “tale is a dangerous agent in its 
present use as a surgical glove lubri- 
cant,’ and stated that “‘a modified 


starch powder (Bio-Sorb) which is 


absorbed with little or no reaction is 
again suggested as a satisfactory sub- 


ilute for tak 


REPERENCES 


Postlethwait, R 

Shanher, Paul W 

Reaction to Tole and M 

Powder, Surgery, 1949, 25 ; 

serman, pod. Sarcoid Reactio 
vty (Silica) Am. J 
7) 


sting Powder Cranulomas 


irge., “ove and Ubet., 
J., and Kidd, 
in Surgery and 


Iperating Room 


COUNCIL ON 
PHARMALY 
Ano 

Y 


BIO-SORB POWDER 


BRAND OF STARCH DERIVATIVE DUSTING POWDER 


For additional information, write 


ETHICON SUTURE DIVISION, JOHNSON & JOHNSON LIMITED, MONTREAL 
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MOVE 


HOSPITAL EQUIPMENT 


MORE 
Quickly. . Quietly . . Efficiently 


Precision-built, rubber-treaded 
Darnell Casters, made specially 
for hospital use, have a long, 
quiet life. They are sturdily 
constructed and are easy on 
equipment and floors of wards 
kitchens and laundries 


“A Saving at Every Turn’ 


DARNELL CORPORATION 
OF CANADA LTD. 


105 30th STREET, LONG BRANCH, ONTARIO 
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ETHER 
Mallinckrodt Chemical Works Ltd., Montreal 
Merck & Co., Ltd., Montreal. 
E. R. Squibb & Sons of Canada, Ltd., Montreal. 
EXTRACTS AND FLAVOURS 
Gibbons Quickset Desserts, Toronto. 
J. H. Stafford Industries, Ltd. Toronto. 
Supereme Food Products, Montreal. 
FAIR, TRADE 
Canadian International Trade Fair, Toronto, 
FEATHER STERILIZING EQUIPMENT 
American Machine and Metals (Canada) Ltd. Toronto. 
Canadian Laundry Machinery Co. Ltd., Toronto. 
FELT, SURGICAL ADHESIVE 
Smith & Nephew, Limited, Montreal. 
FILING SYSTEMS and RECORDS 
Office Specialty Mfg. Co., Ltd... Newmarket, Ont. 
Remington Rand Limited, Toronto. 
FILTERS, CERAMIC 
Combustion Engineering Corp. Montreal. 
Crane, Limited, Montreal. 
FILTERS, WATER 
W. J. Westaway Co., Ltd., Hamilton, Ont. 
FINANCIAL COUNSELLING SERVICES 
Wells Organizations of Canada, Toronto. 
FIRE ALARM SYSTEMS 
Edwards of Canada, Ltd., Montreal. 
Northern Electric Co. Ltd., Montreal. 


FIRE DOORS 
Westeel Products, Ltd., Toronto. 
FIRE ESCAPES, SLIDE 
Westeel Products, Ltd., Toronto. 
FIRE EXTINGUISHERS 
Pyrene Mfg. Co, of Canada Ltd., Toronto, 


FITTINGS 


Crane Limited, Montreal 


FIXTURES—ELECTRICAL, LIGHTING 
Canadian General Electric Co. Lid., Toronto. 
Holophane Co. Ltd., Toronto. 

Northern Electric Co., Ltd., Montreal. 


FLAKED ICE MACHINES 
Canadian Ice Machine Co., Ltd., Toronto. 


FLATWARE, SILVER 
Bell Rinfret & Ce. Lid.. Montreal. 
British & Colonial Trading Co., Ltd., Toronto. 
Cassidys Ltd.. Montreal, 
MecGlashan-Clarke Co., Ltd., Niagara Falls, Ont. 


FLOOR GLIDES 
Armstrong Cork, Canada Ltd., Montreal 
Darnell Corporation of Canada Ltd., Long Branch, Ont. 
Flintkote Co. of Canada, Ltd.. Long Branch, Ont. 
Stewart-Warner-Alemite Corporation of Canada, Ltd., 
(Bassick Div.), Belleville, Ont. 
Viceroy Mfg. Co. Ltd., Toronto. 


FLOOR SCRUBBING and POLISHING MACHINES 
Cody Paper Products, Limited, Saint John, N.B. 
Dalglish Chemicals, Limited, Toronto 17. 
Dustbane Products Ltd. Ottawa. 

H. S. Hunnisett Co., Toronto. 

Hygiene Products Limited, Dorval, Que. 
Frank P. Lalonde Limited, Montreal. 
Gordon A. MacEKachern, Toronto. 

G. H. Wood & Co., Ltd., Toronto, 


FLOORING, ASPHALT TILE 
Armstrong Cork, Canada Ltd., Montreal 
Flintkote Co. of Canada, Ltd.. Long Branch, Ont. 
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The perfect finish and even impregnation of the “Gypsona” 
Plaster of Paris Bandage ensure a light cast of great strength 


TOADE 


SMITH & NEPHEW, LTD. 
378 St. Paul Street West 
Montreal 
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FLOORING, PLASTIC 
Armstrong Cork Canada, Ltd. Montreal. 
Arnold Banfield & Toronto. 
Flintkete Co. of Canada, Ltd., Long Branch, Ont. 
FLOORING, RUBBER 
Armstrong Cork, Canada Ltd., Montreal. 
Barringham Rubber & Plastics, Ltd.. Oakville, Ont. 
Flintkete Co, of Canada, Ltd., Long Branch, Ont. 
FLOOR POLISH AND WAX 
Cody Paper Products, Limited, Saint John, N.B. 
Armstrong Cork, Canada, Lid., Montreal, 
Dusthbane Products, Ottawa. 
Flintkete Co, of Canada, Ltd. Long Branch, Ont. 
Thomas Gibson & Co. Ltd. Toronto. 
H. S. Hunnisett Co. Toronto. 
Huntington Laboratories of Canada, Ltd., Toronto. 
S. C. Johnson & Son, Ltd, Brantford, Ont. 
Gordon A. MacEachern, Toronto. 
Reckitt & Colman (Canada) Ltd., Montreal. 
West Disinfecting Co., Ltd., Montreal. 
G. H. Wood & Co., Ltd.,, Toronto. 
FLUSHWOOD DOOKS 
Canad@ Flushwood Door, Ltd., Terrebonne, Que. 
FOAMGLAS 
Hobbs Glass, Ltd., Landon, Ont. 
FOOD and MEAT CHOPPERS 
G. S. Blakeslee & Co., Ltd., Toronto, 


FORCEPS~-HAEMOSTATIC, TISSUE 
Master Surgical Instrument Co., Irvington, N_J. 


FORMALDEHYDE 


Standard Chemical Co., Limited, Toronto 17. 


FRUIT DRINKS 
Harold P. Cowan Importers Ltd., Toronto. 
Gibbons Quickset |] esserts, Toronto. 
Ss. Gumpert Co. of Canada, Ltd., Toronto. 
Juice Industries, Inc., Dunedin, Florida. 
J. H. Stafford Industries, Ltd., Toronto. 
FUMIGANTS 
Against Clothes Moths 
Hygiene Products, Ltd.. Dorval, Que. 
Merck & Ltd. Mentreal. 
FUND RAISING ORGANIZATIONS 
Wells Organizations of Canada, Toronto. 
FURNACES 
Combustion Engineering Corp., Ltd.. Montreal. 
General Steel Wares Ltd., Toronto. 
FURNITURE 
Office, Wood or Steel 
Office Specialty Mfg. Co., Ltd.. Newmarket, Ont. 
Remington Rand Limited, Toronto. 
FURNITURE PADDING 
Dunlop Tire & Rubber Goods Co., Ltd., Toronto. 
Goodyear Tire & Rubber Co. of Canada, Ltd., Toronto. 
FURNITURE POLISH 
Dye & Chemical Co. of Canada, Ltd. Kingston, Ont. 
Gordon A. MacEachern, Toronto. 
FURNITURE, STEEL, SURGICAL AND WARD 
T. Eaton Co., Ltd., Toronto. 
Metal Craft Co., Ltd., Grimsby, Ont. 
Metal Fabricators Ltd., Tillsonburg, Ont. 
Parkhill Bedding, Ltd., Winnipeg. 
Scanlan-Morris Co., Madison, Wis. 
Simmons Limited, Montreal, 
Robert Simpson Co. Ltd., Toronto. 
Surgical Supplies (Canada) Lid., Toronto. 


the big ot SUNFILLED 


Concentrated 


ORANGE and GRAPEFRUIT JUICES 


...at their best 


18 OUNCE 
container for lesser 


5's OUNCE 
quontity daily re 
container for 
quirements 

home vse and 


gift pockoge 


/AM the big 96 ounce institutional container 
capable of providing 192 4-ounce servings of deli- 
cious, healthful juice, comparable in flavor, body, 
nutritive values and vitamin C content to freshly 
squeezed juice of high quality fruit. 


/AM free from adulterants or fortifiers . . . and 
am especially valuable in post-operative and infant 
feeding, because my indigestible peel oi! content 
has been scientifically reduced to but .001%. 


| AM able to offer outstanding economies in 
time, labor and cost-per-serving. A single attendant 
can prepore any desired quantity and return me to 
the refrigerator where an unused balance will keep 
for weeks if kept free from moisture. 


/AM the answer to convenience. No bulky fresh 
fruit crates to handle. No inspection, cutting and 
reaming of fruit. No refuse to dispose of. You simply 
add water as directed and serve. 


ORDER TODAY and request price list on other time and 


money-saving Sunfilled quality products. 


JUICE INDUSTRIES, INC. 


Dunedin, Florida 


Canadian Distributors: Harold P. Cowan Importers, Limited, 58 Wellington Street East, Toronto 1, Ont 
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There’s an 
Armstrong 
floor for every 
hospital need 


Armstrong offers a wide range of materials to solve the 
variety of hospital flooring problems. Appearance is only one point 
to be considered in selecting a resilient flooring. You should take into 


account the conditions to which your floor will be subjected. 


Armstrong's Rubber Tile—for lobbies and corridors 
where durability, quietness and decorative value 
are Most important. 


Armstrong's Asphalt Tile—for private rooms and wards 
where a more economical floor is desired without 


sacrificing durability and attractive appearance. 


Armstrong's Greaseproof Asphalt Tile—for food handling 
areas and laboratories where high resistance to oil, grease 


and harmful chemicals is an essential. 


Armstrong's Cork Tile—for reading rooms and other 


places where exceptional quietness is of major importance. 


Armstrong's Conductive Asphalt Tile—for operating 
rooms where it is necessary to minimize the danger of 


explosions caused by static electricity. 


All Armstrong’s resilient floors contribute to hospital sanitation 
because of their smooth, lustrous surface. With routine sweeping, and 


occasional washing and waxing, they will remain bright and clean. 


If vou have a hospital flooring problem or require further 
information on resilient floors, call vour nearest Armstrong flooring 
contractor. Or write to Armstrong Cork Canada Limited, 

Floor Division, P.O. Box 6092, Montreal, PQ). 


ARMSTRONG CORK CANADA LIMITED 


Floor Division 


Head Office and Plant: 6911 Decarie Boulevard, Montreal, P.Q. 
Sales Offices: TORONTO VANCOUVER QUEBEC WINNIPEG SAINT JOHN, N.B. 
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“Rooster Brand” FURNITURE, WOOD 
Cassidy's Limited, Montreal. 


rT T. Eaton Co. Toronto. 
WASHABLE 


GARBAGE REFRIGERATION 


WEARING APPAREL Frigidaire Products of Canada, Lid., Leaside, Ont. 


GARMENTS, HOSPITAL 


FOR HOSPITAL USE Bland & Co., Ltd. Montreal 


Corbett-Cowley, Ltd. Toronto 


A Complete Line for CorDest Garments Ltd.. London, Ont. 
Lac-Mac Limited, London, Ont. 
DO TORS Robert C. Wilkins Co. Ltd., Farnham, Que 
NURSES GAS & SUCTION DISTRIBUTION SYSTEMS 


INTERNES Canadian Liquid Air Co. Ltd., Montreal. 


Dominion Oxygen Co. Ltd., Toronto. 

I ATIENTS = GAUZE CUTTERS 

ORDERLIES W. J. Westaway, Ltd.. Hamilton. 
MAIDS, ETC. GAUZE SPONGES 


Highest Quality Materials and Boner & Bloch, Divi ion of the Kendall Co. (Canada 


Workmanship Johnson & Johnson, Limited, Montreal. 
Smith & Nephew Ltd. Montreal 
GELATINE DESSERTS 

Gibbons Quickset Desserts, Toronto. 


ROBERT C. WILKINS COMPANY LIMITED Gumpert Co of Canada, Lid, Toronto, 


H. Stafford Industries, Ltd. Toronto. 


FARNHAM QUEBEC GERMICIDES 
Sales Off Bard-Parker Co. Ine., Danbury, Conn. 

ces of Thomas Gibson & Co. Ltd. Torente 

Montreal Toronto Winnipeg Vancouver Parke, Davis & Co., Lid., Walkerville, Ont. 

G. H. Wood & Co., Limited, Toronto. 


GERMICIDAL LAMPS 
Hanovia Chemical & Mfg 


GLASSWARE 
Bell, Rinfret & Co, Ltd, Montreal. 


British & Colonial Trading Co. Ltd., Toronto. 
GLASSWARE, SURGICAL 


Canadian Laboratory Supplies Ltd., Toronto. 


Cassidy's Limited, Montreal 
Yeu Yorks CENTER of Vaterest Clay-Adams Co., Inc., New York. 


HOTEL bust os GLASS ASHERS 
FABULOUS G. S. Blakeslee & Co. Ltd., Toronto. 
CENTRAL PARK Hobart Mfg. Co., Ltd. Toronto. 


GLASS, WINDOW, PLATE 
Hobbs Glass, Ltd., London, Ont. 


GLASS, BLOCKS, INSULATING, STRUCTURAL 
Hobbs Glass, Leadon, Ont. 

GLIDES, FURNITURE, BEDS, ETC. 
Darnell Corporation of Canada Ltd., Long Branch, Ont. 
Flintkote Co, of Canada, Ltd., Long Branch, Ont. 
Metal Craft Co., Ltd.. Grimsby, Ont. 
Stewart-Warner-Alemite Corp. of Canada, Ltd., (Bassick 

Division) Belleville, Ont. 

Viceroy Mfg. Co. Ltd., Toronto. 


GLOVES, SURGEONS,’ NURSES’ 
Canadian Laboratory Supplies, Ltd., Toronto. 
Sterling Rubber Co., Ltd., Guelph, Ont. 

The Stevens Companies, Toronto 

GLYCERINE 
Colgate-Palmolive-Peet Co., Ltd., Toronto. 

Merck & Co. Limited, Montreal. 


GOWNS: PATIENTS’ AND OPERATING 
Bland & Co., Ltd.. Montreal. 
Corbett-Cowley, Ltd. Toronto. 
CorDest Garments, Ltd., London, Ont. 


Lac-Mac Limited, London, Ont. 
Wilkins, Robert C. Co. Ltd., Farnham, Que. 


Co., Newark, N.J. 


Sponish and French specialties You will be welcomes 


here in your own longvage Rooms with telewson avodoble 


at slightly higher rates 


18 W S7TH TREET NEW YORK NY 
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did you know... 


That (in the average hospital) more is spent 


for sponges than for any other surgical dressing ? 
That about 75°) of sponges are for postoperative dressings ? 


That the use of Zobec* in place of all-gauze will cut down post- 


operative sponge consumption by more than one-third, because of 


Zobee’s greater fluff (dressing volume) 


Phat Zobee Sponges not only provide greater softness and fluff 
greater absorptive capacity but actually cost less per case than 


, 


all-gauze sponges of same dimensions 


That our representative will gladly discuss these very worth- 


while savings on his next call ? 
*Hegistered trademark 


ZOBEC SPONGES 


= 
4 Only about 7 of these 12 Zobec thew e 12 all- sponges 
i sponges (1 x are needed... x4 — 12 ply) for postoperative dressings. 
4 
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Amazing 


Flow of 
HOT 
WATER 


CONSTANTLY 


AVAILABLE 


“Dishes and Silverware 


clean and sparkling 
ina hurry... 
night or day!” 


Where large quantities of High Temperature 
Water are required for Dish Washing, Laundry 
and other Services— 


ARMSTRONG 
WATER HEATERS 


are the accepted Modern, Economical Method 
of heating water 
Available in all Types and Capacities to meet 
your requirements 


Your Request for Further Information is Invited 


GRAPEFRUIT JUICE CONCENTRATE 
Harold P. Cowan Importers Ltd. Toronto. 
Juice Industries, Inc.. Dunedin, Florida. 
Supereme Food Products, Ltd., Montreal. 


HANDICRAFT SUPPLIES. OCCUPATIONAL THERAPY 


Lewis Craft Supplies, Ltd., Toronto. 
HANDI-TAPE ADHESIVE BANDAGES 


Bauer & Black Division of The Kendall Co. (Canada) 


Ltd., Toronto. 


HARDWARE, BUILDERS 
Corbin Lock Co. of Canada, Ltd., Belleville, Ont. 


HEATERS, HOT WATER 

S. A. Armstrong, Limited, Toronto. 

Combustion Engineering Corp., Ltd., Montreal. 

Crane Limited, Montreal. 

Northern Electric Ltd., Montreal. 

Superior Electrics Ltd., Pembroke, Ont. 
HEATING EQUIPMENT 

Ss. A. Armstrong, Limited, Toronto. 

Canadian Fairbanks-Morse Co., Ltd.. Montreal. 

Combustion Engineering Corp., Ltd., Montreal. 

Crane Limited, Montreal. 

C. A. Dunham Co., Ltd., Teronto. 

Northern Electric Co., Ltd., Montreal. 
HOSPITAL PLUMBING SPECIALTIES 

Crane Limited, Montreal. 
HOSPITAL RECORD FORMS 

Standardized 
Physicians’ Record Co., Chicago, Hl 


HOT PLATES, ELECTRIC 
Moffats, Limited, Weston, Ont. 
Superior Electrics, Ltd.. Pembroke, Ont. 
HOUSEHOLD SOAP, BARS 
Colgate-Palmolive-Peet Co., Ltd.. Toronto. 
HYDRO-THERAPY PLUMBING EQUIPMENT 
Crane Limited, Montreal. 
HYPODERMIC NEEDLES 
Becton, Dickinson & Co., Rutherford, N.J. 
ICE CREAM MIX 
Juice Industries, Inc.. Dunedin, Florida. 
“Junket” Brand Foods, Toronto. 
J. H. Stafford Industries Ltd., Toronto. 
ICE MAKING EQUIPMENT 
Canadian Ice Machine Co., Ltd. Toronto. 
Universal Cooler Co. Ltd., Brantford, Ont. 
ICE CREAM CUPS 
Dixie Cup Co. (Canada) Ltd., Brampton, Ont. 
ICE CREAM STORAGE CABINETS 
Frigidaire Products of Canada Ltd., Leaside, Ont. 
IDENTIFICATION METHODS 
Footprint Out fits 
Franklin C. Hollister Co., Chicago, Il. 
Linen, etc 
Applegate Chemical Co., Chicago, Ill. 
Dalglish Chemicals Limited, Toronto 17. 
Palmprint Outfit 
Physicians’ Record Co., Chicago, Il! 
Woven Names 
Bland & Co., Ltd., Montreal. 
J. & J. Cash, Inc. Belleville, Ont. 
INCUBATORS, BACTERIOLOGICAL 


Canadian Laboratory Supplies Ltd., Toronto. 
Ingram & Bell, Limited, Toronto. 


CANADI 
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C-E FUEL BURNING 
AND STEAM GENERATION 
EQUIPMENT 


Hamilton General Hospital, Hamilton, Ont 
Toronto Genera! Hospital, Toronto, Ont 
Montreal General Hospital, Montreal, Que 
Winnipeg General Hospital, Winnipeg, Man 
Vancouver General Hospital, Vancouver, B.C 
Woodstock General Hospital, Woodstock, Ont 


@ The steadily growing list of hospital instal St. John's (Nfld) General Hospital, St. John’s, Nfld 
Metropolitan Hospital, Windsor, Ont 


lations is tangible proof of the dependability 

St. Michael's Hospital, Toronto, Ont 
and fuel-saving advantages of C-E power plant Jubilee Hospital, Victorie, BC 
equipment Wellesley Hospital, Toronto, Ont 

The ability to maintain maximum steam pro Ontario Hospital, St. Thomas, Ont 

duction, using low-grade fuels, is of particular Christie Street Hospital, Toronto, Ont 
importance in the face of the present-day fuel 
situation. Further, simplicity and ease of 
operation help solve the man power problem and 


Westminster Hospital, London, Ont 
Women’s College Hospital, Toronto, Ont 


Queen Alexandra Sanctorium, London, Ont 


Behind every installation is the unequalled Mental Hospital, Mimico, Ont 
experience of Combustion Engineering Corpora Weston Sanitorium, Weston, Ont 
tion in the design, manufacture and specifica 
tion of Fuel Burning and Steam Generation 
Equipment. Our engineers will gladly discuss 

Freeport Senitorium, Kitchener, Ont 
steam production problems with hospital man 
4 th hitect ‘thout ob! ‘ Waterloc County House of Refuge, Kitchener. Ont 
agers an eir archi Ss, wi fon 
9 out Muskoka Hospital for Consumptives, Gravenhurst. Ont 


New Westminster Hospital, New Westminster, BC 
BC. Provincial Mental Hospital, Essondale. 8 
Mount Hamilton Hospital, Hamilton. Ont 


Toronto Hospiial for Consumptives. Weston. Ont 
Hotel Diew de St. Voilier, Chicoutim: Que 
C-E-C EQUIPMENT INCLUDES Laurentian Sanitorium Ste. Agothe, Que 
Children’s Memorial Hospital. Montreal Que 
US Army Hospital, Dawson Creek, BC 

St. Justine Hospital, Montreal, Que 

St. Joseph's Hospital, Sarnia, Ont 


Stokers Fuel Economizers 

Type E Stokers Water Cooled Furnaces 

Chain Grate Stokers Air Preheaters 

Travelling Grate Stokers Powdered Fuel Equipment Catherine Booth Hospital, Montreal, Que 
Oil Burning Equipment 


COMBUSTION ENGINEERING 


Corporation Limited 


MONTREAL TORONTO WINNIPEG VANCOUVER 


FEBRUARY, 1950 


4 

stokere in @ larue 

{ctwal inetace Ontar How pita 

P 

a 

a 

| 

3 

ii 

q 

J 


FLOORS 

are the 
"HEART" 
of Hospital 
Sanitation 


...care for them with 
WEST Maintenance Products 


Your floors, like the human heart, are vul- 
nerable to the effects of neglect or indifferent 
treatment. To avoid shortening their “life- 
span” and inereasing your sanitation overhead, 
wisely choose West floor produc ts Spee ial care 
and treatment with West floor maintenance 
materials prolongs the life and beauty of your 
floors at an absolute minimum cost, 


Liquid soop with Linseed Oil 
mixes with cold water instantly 
Linoleum, Marble, Terrazzo tens dirt, loosens grease and grime 
and painted or var 


| 1. ZOLEO 


Cleans Cork, Tile Wood 


with fast emulsifying action 
nished surfaces 


powder dissolves 


Balanced cleaning 
2 WESTOLITE sad quichly in water, 
Cleans ement Concrete 
Tile, Mast Asphalt, Slote, 
Quarry Marble and un 
painted Wood floors 


times its weigh! in grease 
ning necessary No suds to 
rinse. Safe fo use, will mot injure, stair 


or scratch surfaces 


3. CORO-NOLEUM Phenol coefficient of 7.5. Helps kill 


Disintects and Deodorizes many germs and aids in the protection 

sit floors ex of Health ideal for operating rooms 
soft mastic. or washrooms and speciol wards. Eco 
nomical to use 


asphalt base tile 

a LUSTRECLEAN 
Cleans, Deodorizes and 
lightly Waxes W 


Essentially a cleaner but leaves a fine 
flim of woe on surface. Deodorizing 
properties make Lustreclean o triple 
no purpose product. Excellent for floors 
olt Tile. Painted and | walls and painted surtaces 
nisthed Floors 


5 KWYKWAX tubbing or polishing 
» 20 m less 
Wones and Finishes all types vor stre, which resists traffic 


of floors, except Terrazrro ting floor surface 


PLEASE CLIP TO YOUR BUSINESS LETTERHEAD 


— 


WE 


$621.27 CASGRAIN AVE., MONTREAL, 


bentlemen 
Please send me Free samples and literoture of tollo 
sumbers 1 2 5 4 
Kindly have your trained representative 


oblig demonstration 


The Stevens Companies, Toronto. 
Wilmot Castle Co., Rochester, N.Y. 
INCUBATORS, BABY 

J. F. Hartz Co., Ltd. Toronto. 
Ingram & Bell, Limited, Toronto. 
Scanlan-Morris Co., Madison, Wis. 
The Stevens Companies, Toronto. 
Wilmot Castle Co., Rochester, N.Y. 


INDELIBLE INKS 


Applegate Chemical Co., Chicago, [Il. 
McKague Chemical Co., Limited, Toronto. 


INFANT FOODS 


Canada Starch Co., Ltd., Montreal. 

H. J. Heinz Co. of Canada, Ltd., Toronto. 
“Junket” Brand Foods, Toronto. 

J. H. Stafford Industries, Ltd., Toronto. 

John Wyeth & Brother (Canada), Ltd., Windsor. 


INKS, INDELIBLE MAKKING 


Applegate Chemical Chicago, Ill. 
Dye & Chemical Co. of Canada, Ltd., Kingston, Ont. 


INSECTICIDES 


British & Colonial Trading Co., Ltd., Toronto. 
Canadian Industries Ltd., Montreal. 

Dustbane Products, Ltd., Ottawa. 

Thomas Gibson & Co., Ltd., Toronto. 

H. S. Hunnisett Co., Toronto. 

Huntington Laboratories of Canada, Ltd., Toronto. 
MeKague Chemical Co., Limited, Toronto, 

West Disinfecting Co., Ltd, Montreal. 

G. H. Wood & Co., Ltd., Toronto. 


INSTRUMENTS 
Surgical and Diagnostic 

American Cystoscope Makers, Inc., New York. 
Bard-Parker Co., Inc. Danbury, Conn. 
Becton, Dickinson & Co., Rutherford, N.J. 
Casgrain & Charbonneau, Ltée. Montreal. 
Clay-Adams Co., Inc. New York. 
Down Bros. and Mayer & Phelps, Ltd., Toronto. 
Fisher & Burpe, Limited, Winnipeg, Man. 
J. F. Hartz Co., Ltd., Toronto. 
Ingram & Bell, Ltd., Toronto. 
Master Surgical Instrument Corp., Irvington, N.J. 
Smith & Stone, Limited, Georgetown, Ont. 
The Stevens Companies, Toronto. 


INSULATED CONTAINERS 
Thermos Bottle Co., Limited, Toronto. 


INSULATING MATERIALS 
Alexander Murray & Co., Ltd., Montreal. 
Armstrong Cork, Canada Ltd., Montreal. 
Flintkote Co. of Canada, Ltd., Long Branch, Ont. 
INTERCOMMUNICATING SYSTEMS 
Cannon Electric Co, Ltd., Toronto. 
Edwards of Canada, Ltd., Montreal. 
Electro-Vox, Inc., Montreal, 
Northern Electric Co., Ltd., Montreal. 
X-Ray & Radium Industries, Ltd., Toronto. 
INTRAVENOUS ADMINISTRATION APPARATUS 
Baxter Laboratories of Canada, Ltd., Acton, Ont. 
Cutter Laboratories, International, Toronto. 
Down Bros. and Mayer & Phelps, Ltd., Toronto. 
Ingram & Bell, Ltd., Toronto. 
Macalaster-Bicknell Co., Cambridge, Mass. 


INTRAVENOUS PREPARATION EQUIPMENT 


Cutter Laboratories, International, Toronto. 
Macalaster-Bicknell Co., Cambridge, Mass. 


INTRAVENOUS SOLUTIONS 
Abbott Laboratories, Ltd.. Montreal. 
Baxter Laboratories of Canada, Ltd.. Acton, Ont. 
Cutter Laboratories, International, Toronto. 
J. F. Hartz Co., Ltd., Toronto. 
Ingram & Bell, Ltd. Toronto. 
John Wyeth & Brother (Canada), Ltd., Windsor. 
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With the mounting demands for 
surgical solutions, whole blood and 
plasma, progressive hospital plan- 
ning considers the economic impor- 
tance of the FLUIDS PRODUC. 
TION SUPPLY —a vital, central- 


ized service embracing facilities for 


processing requirements independ- 


ent of outside sources of supply. 


FENWAL EQUIPMENT 


not only offers unprecedented safety and economy in the preparation, steril- 


ization, storage and administration of Sterile Solutions . . . a major part of 


its component elements are actually essential to the blood bank facility 


as well. 


Nationwide hospital experiences substantiate the consistent degree of accu- 
racy and safety attainable by any properly trained attendant . . . far less 
difficult than that of collecting blood and producing plasma. Hospitals, 
large or small, can benefit by this timely installation . . . only negligible 


space is required. 


COMPANIES 


Torents, Winnipeg, Calgary, Vancouver 


ORDER TODAY or write Jor further information 


MACALASTER BICKNELL COMPANY 


243 Broadway Cambridge 39, Massachusetts 
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Based on 30 years of 


SUPERSCIALYTIC 


—A shadowless light placed outside 
the operating theatre but controlled 
trom inside. 


manutacturing experience 


—Ample room around the operating 
theatre for students. 


—Emergency lights. 


View from inside the operating 
theatre 


Also BBT Scialytic lights for 
operating rooms. 


our factory 


1617 Aldred Bldg., Place d’Armes, 
MONTREAL 


IODINE ALCOHOL 


IRONS, ELECTRIC 


IRRADIATED PLASMA 


JELLY POWDERS 


KETTLES, STEAM-JACKETED 


JUNTOR FOODS 


KNIVES 


KNIVES, TABLE 


LABORATORY AUTOCLAVES 


THE BUYERS DIREC 


Gooderham & Worts, Ltd. Toronto. 
Standard Chemical Co. Ltd., Toronto 


AUTOMATIC 
Canadian Marconi Co., Montreal. 


Cutter Laboratories, International, Toronto. 


Gibbons Quickset Desserts, Toronto. 
S. Gumpert Co, of Canada, Ltd., Toronto. 
J. H. Stafford Industries Ltd., Toronto. 


H. J. Heinz Co. of Canada, Ltd., Toronto. 


Aluminum Goods Limited, Toronto, 
Ellett Copper & Brass Co., Ltd., Vancouver. 
General Steel Wares, Ltd. Toronto. 
Kitchen Installations Ltd. Ajax, Ont. 
Neptune Meters, Ltd., Long Branch, Ont. 
Ss. H. Newman Co. Ltd., Toronto. 
Robert Simpson Co. Ltd., Toronto. 
Wrought Iron Range Co., Ltd., Toronto. 


Detachable Blades 


Bard-Parker Co., Inc., Danbury, Conn. 


Rell, Rinfret & Ltd., Montreal. 
MeGlashan, Clarke Co., Ltd., Niagara Falls, Ont. 


LABELS, WOVEN 
J. & J. Cash, Inc., 


Belleville. 


Wilmot Castle Co., Rochester, N.Y. 
ABORATORY CENTRIFUGES 
American Machine and Metals (Canada) 
AABORATORY EQUIPMENT AND SUPPLIES 
Becton, Dickinson & Co., Rutherford, NJ. 
B, O. P., Montreal. 
Canadian Laboratory Supplies, Ltd., Toronto. 
Casgrain & Charbonneau, Ltée., Montreal. 
Clay-Adams Co., Inc.. New York. 
Fisher & Burpe, Limited, Winnipeg, Man. 
LABORATORY FURNITURE 
Canadian Laboratory Supplies, Ltd., Toronto. 
LAMPS 


rep 


Ltd., Toronto. 


Canadian General Electric Co. Ltd.. Toronto. 


Northern Electric Co. Ltd., Montreal. 


General Electric X-Ray Corporation, Ltd., Montreal. 
Hanovia Chemical & Mfg. Co.. Newark, N.J. 
ATEX FOAM CUSHIONING 
Dunlop Tire & Rubber Goods Co., Ltd., Toronto. 
Goodyear Tire & Rubber Co. of Canada, Ltd., Toronto. 
sAUNDRY 
Blanketing. Wool 
Avers Limited, Lachute Mills, Que. 
J. H. Connor & Son, Ltd., Ottawa. 
G. A. Hardie & Co., Ltd. Toronto. 
AUNDRY ACCESSORIES 


American Machine & Metals Canada Ltd., Toronto, 
Canadian Hoffman Machinery Co. Ltd., Toronto. 
Canadian Laundry Machinery Co, Ltd., Toronto. 
J. H. Connor & Son Ltd., Ottawa. 
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avoids price-buying penalties 


When applied to a fine precision instrument, “quality” im- 


plies the use of the best basic materials, workmanship of 


unsurpassed skill, and superior methods and facilities essen 


tial to quality production. 


Obviously, a superior quality mstrument costs more to 


produce... and such quality logically justifies a nominally 


greater selling price by virtue of the longer and more satis- 


factory service assured. 


RIB-BACK BLADES 


afford an excellent example as they are built up to a quality 


—not down to a price. Although their initial cost is slightly 


more per dozen, a cost analysis over a given period will often 


reveal that their comparative cost is actually less per indi- 


vidual blade. 


The buyer is assured of 12 perfect blades in every dozen 


Rib-Backs purchased. Their superior cutting efheiency and 


longer periods of satisfactory utilization are factors that 


reduce blade consumption to an economic minimum. As 


many quality-conscious hospitals already know, Rib-Back 


quality avoids price-buying penalties. 


Ask your dealer 


BARD-PARKER COMPANY, INC. 


Danbury, Connecticut 


it | 


BARD-PAR KIER PRODUCT 


ARY, 1950 91 


FEBRI 


wee 
a 
Ag 


How to Protect 
Your Linen Investment 


Probably more linens get premature- 
ly old and gray through improper 
washing than from any other cause. 
But, fortunately, there's an easy, 
inexpensive way to guard against 
this danger. 


GIVE YOUR LINENS 


MAXIMUM PROTECTION 


BY WASHING THEM WITH OZONITE 


Ozonite treats linens gently ... keeps 
tensile strength losses at a minimum. 
That's because it's a complete soap, 
a scientifically proportioned blend 
of top quality neutral soap and 
carefully selected builders. 


Most institutional laundries like the 
convenience of adding Ozonite 
direct from the barrel to the wheel 
—dry. However, it works with equal 


efficiency in solution. 


Count on Ozonite for excellent dirt 
removal and whiteness maintenance. 
Count on it for uniformly excellent 
results, too, because Ozonite itself is 
a uniform product. 


linens L-A-S-T 
when washed with OZONITE 


STANLEY BROCK LIMITED 


LAUNDRY AND DRY CLEANING SUPPLIES AND 
EQUIPMENT OF RECOGNIZED QUALITY 


WINNIPEG . . . VANCOUVER . EXMONTON ... CALGARY 


Established | 902 
Western Representatives of the Canadian Loundry 


Machinery Company Umited, Toronto, Ontario 


Equipment, All Kinds, Washers, fF 


Tumblers, lroners 
American Machine and Metals (Canada) Ltd., Toronto. 
Canadian Hoffman Machinery Co. Ltd., Toronto. 
Canadian Laundry Machinery Co. Ltd., Toronto. 
J. H. Connor & Son, Ltd.. Ottawa, Ont. 
Stanley Brock, Limited, Winnipeg. 

Felt, Wool 
Ayers Limited, Lachute Mills, Que. 
G. A. Hardie & Co. Ltd., Toronto. 

Flatwork Jroners 
American Machine and Metals (Canada) Ltd., Toronto. 
Canadian Hoffman Machinery Co. Ltd., Toronto, 
Canadian Laundry Machinery Co., Ltd., Toronto. 
J. H. Connor & Son, Ltd., Ottawa, Ont. 
Stanley Brock, Limited, Winnipeg. 


riractors 


} 


Mechanical Clothing 
Ayers Limited, Lachute Mills, Que. 
J. H. Connor & Son, Ltd., Ottawa. 

Py ng [ron 
Superior Electrics, Ltd., Pembroke, Ont. 

Starch 
Canada Starch Co., Ltd., Montreal. 

Starching Equipment 
Canadian Laundry Machinery Co., Ltd., Toronto. 
Dalglish Chemicals, Limited, Toronto 17 
Stanley Brock, Limited, Winnipeg. 

Supplies 
Canadian Laundry Machinery Co., Ltd., Toronto, 
Colgate-Palmolive-Peet Co., Ltd., Toronto. 
Dye & Chemical Co, of Canada, Ltd., Kingston, Ont. 
G. A. Hardie & Co., Ltd., Toronto. 
McKague Chemical Co., Limited, Toronto, 
Stanley Brock, Limited, Winnipeg 


LAUNDRY CHUTES 


Westeel Products Ltd., Toronto, 


LEATHERCRAFTS 


Lewis Craft Supplies Ltd. Toronto. 
LIGHTS, AUTOPSY 
Holophane Co., Limited, Toronto 


Northern Electric Co., Ltd., Montreal. 
Wilmot Castle Co., Rochester, N.Y. 


LIGH 


TS 
rwergency, Portable Bed 
American Sterilizer Co., Erie, Pa. 
Canadian General Electric Co. Ltd. Toronto 
Castle, Wilmot Co., Rochester, N.Y. 
Holophane Co., Limited, Toronto. 
Scanlan-Morris Co., Madison, Wis. 
Surgical Supplies (Canada) Ltd., Toronto. 
LIGHTS 
Operating Room 
American Sterilizer Co., 
B. O. P., Montreal. 
Castle, Wilmot Co., Rochester, N.Y. 
Down Bros. and Mayer & Phelps, Ltd., Toronto. 
Ferranti Electric Ltd... Mount Dennis, Ont. 
Holophane Co., Limited, Toronto. 
Ingram & Bell, Ltd., Toronto. 
The Stevens Companies, Toronto. 
Northern Electric Co., Ltd., Montreal. 
Scanlan-Morris Co., Madison, Wisconsin. 


Erie, Pa. 


LIGHTING PLANTS, ELECTRIC 


Canadian Fairbanks-Morse Co., Ltd.. Montreal. 


LINENS, BED 


Bland & Co., Ltd., Montreal. 
CorDest Garments, Ltd., London, Ont. 
Dominion Textile Co., Ltd.. Montreal. 
T. Eaton Co. Ltd., Toronto. 

G. A. Hardie & Co., Ltd., Toronto. 
Hotel & Hospital Supply Co., Toronto. 
Hygiene Products, Ltd., Dorval, Que. 


~ 
4 
| 
TAT y o_o 
¢ 
Fo, ~ 
Cwer or pay!) 
a2 Phe CANADIAN HOSPITAI 


Low Initial Cost —Low Operating Cost 


Feature These High Quality All Metal 


CONNOR WASHERS 


THE OTTAWA WASHER 


No. 4 Ottawa Washer, complete with% h.p. electric 
motor, single or three phase, 110-220 volt. Cylinder 
of hard brass, nickel plated and polished, 28" x 48 

Capacity 40 sheets or 60 pounds dry clothes 
Cylinder revolves on large, double race ball bear- 
ings, reducing power consumption 50 per cent 
Weight 1,500 pounds 


No. 3 Ottawa Washer identical, but with 28 
cylinder. Capacity 30 sheets or 50 
clothes 


x 42” 
pounds dry 


THE SNOW WHITE NO. 2 WASHER 


Complete with 2 h.p. electric motor and wringer 
Cylinder 24” x 40”. Capacity 22 sheets or 36 pounds 
dry clothes. Floor space 38" x 64°. Weight 825 
pounds. The greatest value ever offered for a metal 
washer of this size. Satisfied users from coast 
to coast 


lou Can 
Sacre Money 

With This 
Time Proven 


Laundry 


Equipment 


J. H. Connor & Son. Limited 


10 LLOYD STREET 


WINNIPEG 


212 Princess St 


Quality Washers Since 1875 


OTTAWA, ONTARIO 


MONTREAL—4026 St. Catherine W. 


FEBRUARY. 1950 
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Metal Washers from 34 to !50 pounds dry clothes capacity. Tumble Dryers, Extractors E 
lroners, Laundry Trucks. Write for catalogue and ¢ e list a 
Convenient terms arranged 
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Applegate indelible ink silver base) is 
heot.set and lasts as long as the cloth on 
which it is used Xanno is a long-lasting 
ndelible ink (does not require heat Either 
may be used with Applegate Markers, stencil 
or pen 


Write for Free Impression Slip 


APPLEG 


CHEMICAL COMPANY 


Lac-Mac Limited, London, Ont. 
Gordon Mackay & Co., Ltd., Toronto. 
Robert Simpson Co. Ltd., Toronto. 
Textile Products Co., Ltd., Toronto. 


LINEN MARKING EQUIPMENT 
American Machine and Metals (Canada) Ltd., Toronto. 
Applegate Chemical Co., Chicago, Il. 


LINOLEUM, FLOOR 
Armstrong Cork, Canada Ltd., Montreal. 
Dominion Oilcloth & Linoleum Co., Ltd., Montreal. 
T. Eaton Co., Ltd., Toronto. 
Gordon Mackay & Co., Ltd., Toronto. 
Robert Simpson Co. Ltd., Toronto. 


LOCKS and LOCK SETS 
Corbin Lock Co. of Canada, Limited, Belleville, Ont. 
LOCKERS, STEEL 
Metal Craft Co., Ltd., Grimsby, Ont. 
Metal Fabricators Ltd., Tillsonburg, Ont. 
Office Specialty Mfg. Co., Ltd.. Newmarket, Ont. 
Westeel Products, Ltd., Toronto. 
LONG REACH SEAL PRESSES 
Franklin C, Hollister Co., Chicago, Hl. 


LUBRICATING JELLY 


Johnson & Johnson, Ltd., Montreal. 
Parke, Davis & Co., Ltd., Walkerville, Ont. 


MARKING MACHINES 
Applegate Chemical Co., Chicago, IL 
Stanley Brock, Limited, Winnipeg. 


MASKS 
Bauer & Black Division of the Kendall Co. (Canada) 
Ltd., Toronto. 
Bland & Co., Ltd., Montreal. 
Corbett-Cowley, Toronto. 
Johnson & Johnson, Ltd., Montreal. 
Lac-Mac Limited, London, Ont. 


MATERNITY PADS 


Bauer & Black Division of the Kendall Co. (Canada) 


Ltd., Toronto. 
Johnson & Johnson, Ltd., Montreal. 
Smith & Nephew, Ltd. Montreal. 


MATS, RUBBER LINK 
Gordon A. MacEachern, Toronto. 


MATTRESSES: 


Dunlop Tire & Rubber Goods Co., Ltd., Toronto. 

T. Eaton Co., Ltd., Toronto. 

Goodyear Tire & Rubber Co. of Canada, Ltd., 
Toronto, 

Hammond Furniture Co., Vancouver. 

Howard's* Bedding, Limited, Ottawa, 

Hotel & Hospital Supply Co., Toronto. 

Ives Bedding Co., Limited, Cornwall, Ont. 

Metal Craft Co, Limited, Grimsby, Ont. 

Metal Fabricators, Ltd., Tillsonburg, Ont, 

Parkhill Bedding Ltd., Winnipeg. 

Simmons Limited, Montreal. 

Robert Simpson Co. Ltd., Toronto. 

Sleepmaster, Ltd., Toronto. 


MEAT and BONE CUTTERS 
Berkel Products Co., Ltd., Toronto. 
Hobart Mfg. Co. Ltd. Torento. 
S. H. Newman Co. Ltd., Toronto. 


MEAT TENDERIZING MACHINES 
Berkel Products Co., Ltd., Toronto. 
METABOLISM APPARATUS 


Canadian Laboratory Supplies, Ltd. Toronto. 
Casgrain & Charbonneau, Ltée.. Montreal. 

J. F. Hartz Co., Ltd., Toronto. 

Ingram & Bell, Ltd., Toronto. 

The Stevens Companies, Toronto. 
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HOW 
FOOD 


To-doy’s high cost of food and labour requires serious consideration. Every cent 


you con save is mighty importont 


With a Berbel Tendersteak Delicator, the less expensive, more coarse cuts of 
beef, veal, pork and lamb can be tenderized into juicy, palatable, easily digested 


servings, with substantial savings in the meat bill 


For tenderizing purposes alone, the BERKEL is a highly profitable investment. but 
this stand out machine does even more it actually knits different meots together 
such as pork and veal, liver and bacon, etc, into deliciously different and appetiz 


ing servings 


A demonstration under actual working conditions on your premises will quickly 


prove the facts—-no obligation of course 


Any step in the direction 
of stondardized portions 
oviomatically aids in the 
control of food costs 
BERKEL'S Food Cost Con- 
trol Chart helps you to 
pre-determine and regu- 
late your costs by meons 
of uniform servings Send 
for a copy today 


BERKEL PRODUCTS CO. LIMITED 

2199 Bloor Street West, Toronto 9, Ortario 

Please send along a FREE Food Cost Control Card Would 
also like to know more about your Slicers Meat Saws 
Tendersteok Delicators Coffee Mills Meat Chop- 
pers Scales 


Nome 


Street 


FOOD PROCESSING tom 
MACHINES 


=) 
Berkel Enterprise Biro Enterprise 


Meat and Bread Meat Power Meat ond Cottee Standard Tendersteak 
Slicers Choppers Bone Cutters Mills Scales Delicators 


BERKEL PRODUCTS CO., LIMITED « Head Office and Factory 27199 BLOOR ST. WEST. TORONTO, ONT 
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100 Years 


IN THE SERVICE 
OF SCIENCE 


ERNST LEITZ -WETZLAR 


Optical Works 
WALTER A. CARVETH LIMITED 


Canadian Agents 


3848 Yonge St 


Toronto 1, Ontario | 


EFFICIENCY ECONOMY ‘SANITATION 


require that every article of linen— 
whether bed linen, towels, or th 
and other wearables of 


IFICATION 


N AMES 


Avoid Losses 
saveTime 


use 


attaching wi 


36 GRIER ST., BELLEVILLE, ONT. 


REGULAR PERSONAL NAME PRICES 
12 doz. $330 6 doz $2.20 
9 doz $275 3 doz $165 


METAL, MONEL 

International Nickel Co. of Canada Ltd., Toronto. 
METAL CRAFT AND JEWELERY 

Lewis Craft Supplies Ltd., Toronto 


METAL FURNITURE 


Dominion Metalware Industries Ltd.. Long Branch, Ont 


lr, Eaton Co., Ltd., Toronto. 

Metal Craft Co., Ltd., Grimsby, Ont. 
Metal Fabricators Ltd., Tillsonburg, Ont. 
Parkhill Bedding, Ltd., Winnipeg. 
Simmons Limited, Montreal. 


METAL POLISH 


Thomas Gibson & Co., Ltd. Toronto. 
Reckitt & Colman (Canada) Ltd., Montreal 


MICROSCOPES 
Walter A. Carveth, Limited, Toronto. 


MILK FOODS 


Allen & Hanburys Co., Ltd., Lindsay, Ont. 
“Junket” Brand Foods, Torento 
J. H. Stafford Industries, Ltd., Toronto 


MIRRORS 
Hobbs Glass Ltd., London, Ont. 
MIXING MACHINES 


G. S. Blakeslee & Co., Ltd., Toronto. 
General Steel Wares, Ltd., Toronto. 
Hobart Mfg. Co., Ltd., Toronto, 
Robert Simpson Co. Ltd., Toronto. 


MONEL METAL 
International Nickel Co. of Canada, Ltd., Toronto. 
MOTH REPELLANTS 


Merck & Co., Limited, Montreal. 
West Disinfecting Co., Ltd., Montreal. 


MOTORS, ELECTRICAL 


Canadian Fairbanks-Morse Co., Ltd.. Montreal. 
Canadian General Electric Co. Ltd., Toronto. 


MOUTH WIPES 


Bauer & Black Division of the Kendall Co. (Canada) 


Ltd., Toronto. 
Johnson & Johnson Ltd., Montreal. 
Victoria Paper & Twine Co., Ltd. Toronto 


MUSTARD 
Reckitt & Colman (Canada) Ltd., Montreal 
NAMES, WOVEN 


J. & J, Cash, Inc., Belleville. 
CorDest Garments, Ltd., London, Ont. 


NARCOTICS 


Allen & Hanburys Co., Ltd., Lindsay, Ont. 
Mallinckredt Chemical Works, Ltd., Montreal. 
Merck & Co., Ltd., Montreal. 


NEEDLE HOLDERS 


Clay-Adams Co. Ine., New York, \.Y 
Cutter Laboratories, International, Toronto. 
Master Surgical Instrument Co., Irvington, NJ. 


NEEDLES, HYPODERMIC 


Becton, Dickinson & Co., Rutherford, N.J. 
Clay-Adams Co., Inc., New York. 


NICKEI 


Ellett Copper & Brass Co. Ltd., Vancouver. 
International Nickel Co. of Canada, Ltd., Toronto. 


NIPPLES, BABY BOTTLE 
Sterling Rubber Co., Ltd., Guelph, Ont. 
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MADE OF STAIN RESISTING, RUSTLESS 


To offer the maxin perfor 


Telephone 2.2528 96 Vine Street 


Manufacturers of Restaurant 
Hotel and Hospital Kitchen Equipment 


For cosmetic effect... 


JUSTRITE (MICHEL) WOUND CLIPS 


JUSTRITE Angle of Points They gently proximate the edges of 


the skin without undue contraction or 


JUSTRITE Bending Strength 


pre * bending streng 


Wit 


JUSTRITE Sharp Points hey keep the edges of the wound 


proximated without penetrat! 


JUSTRITE Wound Clips close wounds in less than needle 
suturing, without pain or discomfo he patient, and can be 


there is no 
or no scar 


Order from your Surgical Supply Dealer. 


B-2335 A JUSTRITE Wound Clips, in 

sealed patented packets of 100 clips 

4 wires, holding 25 clips each. Box con CLAY-ADAMS CoMPANY. INC. 
tains 10 packets—1000 clips. Sizes 141 EAST 25th STREET - NEW YORK 10 


14, 16, 18, 22 mm Showrooms sive at 108 West Street CHICAGO 


‘ Litcher ent need | q 4 : 
| 
J.D. AIKEN SONS | 
HAMILTON, ONTARIO ; 
are made of a special alloy 
th so that they need not be pressed 
a nt] ry with clips made of softer metal; thus, they 
4 — ll prevent necrosis in the clip area a 
removed in an Instant The skin 1s no pene a 
hleedins the wound heals quickly and 
FERRUARY. 19 


Readily Digestible 


Milk 
Modifiers 
for 


Infant Feeding 


YROWNS Brand and Lily White Corn Syrups are well 
Aknown to the medical profession as a thoroughly 
satisfactory carbohydrate for use as a milk 
bottle feeding of infants. 

These pure corn syrups can be readily digested and 
do not irritate the delicate intestinal tract of the infant 


Rither milk 
formulae 


safe and 
modifier im the 


may be used as an adjunct to any 


Crown Brand and Lily White Corn Syrups are pro 
duced under the most exacting hygienic conditions by 
the oldest and most experienced refiners of corn syrups 
in Canada, an assurance of their absolute purity 


Crown Brand and 
Lily White 
CORN SYRUPS 


Vanufactured / 
CANADA STARCH COMPANY 
Montreal 


THE Limited 


and Toronto 


For Doctors Only 


A convenient pecket caleulater, with varied infant feeding formulae 


employing these two syrups a scientific treatise 
in book for ant and 
are available on ‘ alee an 
care Kindly chop coupon and this material 


you immedaitely 


form infant formula pads 
interesting booklet on prenatal 


will be mailed ti 


ANADA STARCH CO. Limited 


Montreal 


THE ¢ 


Please send me 
FPREDING CALCULATOR 
Hook “CORN SYRUP POR INFANT 
INFANT FPORMELA PADS 
Hook THE ENPRC TANT MOTHER 
Rook DEATROSGOT 


PREEDING 


Name 


Address 


NORMAL HUMAN PLASMA 
Cutter Laboratories, International, 
Fisher & Burpe, Winnipeg. 
J. F. Hartz & Co., Ltd., Toronto 
Sharp & Dohme (Canada) Ltd., Toronto. 


RSES CALL SYSTEMS 
Cannon Electric, Ltd. Toronto. 


Edwards of Canada, Ltd., Montreal. 
Electro-Vox, Inc., Montreal 


Toronto. 


RSING SCHOOL EQUIPMENT 
Clay-Adams Co., Inc.. New York 


RSING SCHOOL FORMS 
Physicians’ Record Co., Chicago, Hl 


PRITIONAL PRODUCTS 

Canada Starch Co., Ltd., Montreal. 

Merck & Co., Ltd., Montreal. 

E. R. Squibb & Sons of Canada, Ltd., Toronto. 

John Wyeth & Brother (Canada), Ltd., Windsor. 
OBSTETRICAL CREAM 

Reckitt & Colman (Canada) Ltd., Montreal. 


OBSTETRICAL PHANTOMS 


Clay-Adams Co., Inc., New York. 


OBSTETRICAL TABLES 


American Sterilizer Co., Erie, Pa. 

Fisher & Burpe, Ltd., Winnipeg, Man. 
Metal Craft Co., Ltd., Grimsby, Ont. 
Metal Fabricators Ltd., Tillsonburg, Ont 
Scanlan-Morris Co., Madison, Wis. 


OCCLPATIONAL THERAPY MATERIALS 
Lewis Craft Supplies, Toronto. 

OCCUPATIONAL THERAPY INSTRUCTION BOOKS 
Lewis Craft Supplies, Toronto, 

OFFICE SUPPLIES 
Ditto of Canada, Limited, Toronto. 


W. J. Gage & Co., Ltd. Toronto. 
Remington Rand Limited, Toronto 


TOOLS 


OILS, BABY 
Johnson & Johnson, Ltd.. Montreal. 
E. R. Squibb & Sons of Canada, Ltd., Toronto. 
OILS, COOKING 
Starch Co. 


and SALAD 
Canada Ltd., Montreal. 


OIL CLOTH, TABLE AND FLOOR 


Dominion Oilcloth & Linoleum Co., Ltd., Montreal. 
I. Eaton Co., Ltd., Toronto 
Robert Simpsen Co. Lid. Toronto 


OPERATING TABLE PADS 


Dunlop Tire & Rubber Goods Co., Ltd., Toronto. 


Goodvear Tire & Rubber Co. of Canada, Ltd... New 


loronte 


OPERATING ROOM EQUIPMENT 


American Sterilizer Co., Erie, Pa. 
Becton, Dickinson & Co., Rutherford, ‘NJ. 
BK. Montreal. 

Casgrain & Charbonneau, Ltée., Montreal. 
Castle, Wilmot Co., Rochester, N.Y. 
Down Bros. and Mayer & Phelps, Ltd., Toronto 
J. F. Hartz Co. Ltd., Toronto 

Ingram & Bell, Ltd., Toronto. 

Metal Craft Co., Ltd., Grimsby, Ont. 
Metal Fabricators Ltd., Tillsonburg, Ont. 
Scanlan-Morris Co., Madison, Wis. 

The Stevens Companies, Toronto 


ORANGE JUICE, CONCENTRATE 
Harold P. Cowan Importers Ltd., Toronto. 


Juice Industries, Inc., Dunedin, Florida. 
Supereme Food Products, Montreal 
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UNTER BALANCED 
PANTOGR APH 
as Teaves 27° 
OF 


MAXIMUM HEIGHT 
MIME UM 


CONCEALED 
BAL. 
TREAD 


Surgeons like the finger-tip adjustability 
of CASTLE EXPLOSION-PROOF LIGHTS 


Now your nurses can instantly give the surgeon Locations and contorms to the new Hospital Operat- 


more light in any operating cavity. Lhe finger touc h ing Room Safety Code 

flexibility of the Castle $2 Explosion-Proot Portable With the Castle 52 Safelight you get the safety 

Light allows her to almost anticipate the surgeon's you must have the color-corrected, shadow-free 

wishes light that makes the surgeon's work easier . the 
The Castle explosion-proot design is Under- feathertouch adjustability that makes an operating 

writers approved for Class 1, Group © Hazardous team work smoothly~—and all at a moderate price. 


. 
Castle’s New Auxiliary Power Unit 


tnoder the new code an auxiliary automatic. Powered for 18 volts, re- 
battery unit (for emergency lighting) placement bulbs available 
must be either at least § feet above 


the floor, or in a non-hazardous 
location. The Castle Unit No. 48 
} 


may be mounted in the wall or 


placed anywhere within 40 feet of 
the lamp. Designed on the principle 
of electrical balance, it has no mov 
ing parts, no switches. Change over 
from house current to battery is 


THE STEVENS COMPANIES 


TORONTO CALGARY 
WINNIPEG VANCE 


MOVEMENT TOTAL 49° 
i 
\ 
| 
illustranon shows up and dow ange of 4 of which 
+ controlled t terba ed telescos righe 
ae 
: 
i 
a 
gives excellent flexibility with 4 ‘| 
out work re terfere j 
glareless, coo or-corrected 
Pe Wilmot Castle Co., 1267 University Avenue, Rochester 7, New York ae. 
PPRITARY 1 


KITCHEN 
EQUIPMENT 


hospital require- 


ments, featuring 


latest design and 


sanitary construc- 


tion 


Estimates submitted 


without obligation. 


Also complete stock of 


KITCHEN MACHINES 
COOKING UTENSILS 
KITCHEN CUTLERY, Etc. 


NH. NEWMAN C0. 


feret 


Man urers 


Kitchen and Food Service Equipment 


TORONTO, ONTARIO 


Factory 162 Parliament St., Toront 
Showrooms 196 King St. W., Toront 


Yon 
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OVENS, BAKING AND ROASTING 
General Steel Wares, Ltd.. Toronto. 
Moffats, Limited, Weston, Ont. 

S. H. Newman Co. Ltd., Toronto 
Wrought Iron Range Co., Ltd, Toronto. 
OVENWARE, STONEWARE 
Medalta Potteries Ltd., Calgary, Alta 


OVERTHROWS, WOOL 


Ayers Limited, Lachute Mills, Que. 
Textile Products Co., Ltd., Toronto. 


OXYGEN 
Canadian Liquid Air Co. Ltd., Montreal 
Dominion Gxygen Co., Toronto. 
Ohio Chemical Canada, Ltd., Toronto. 

OXYGEN ANALYZER 

Canadian Liquid Air Co. Ltd., Montreal. 

Dominion Oxygen Co., Ltd., Toronto. 


OXYGEN TENTS 
Ohio Chemical Canada Ltd., Toronto 


OXYGEN THERAPY EQUIPMENT 
B. O. P., Montreal. 

Canadian Liquid Air Co. Ltd., Montreal. 
Dominion Oxygen Co., Ltd., Toronto 
Ohio Chemical Canada, Ltd., Toronto 


PADLOCKS 
Corbin Lock Co. of Canada, Limited, Belleville, Ont. 


PAILS—ENAMELLED, GALVANIZED, WOODEN 
General Steel Wares, Ltd., Toronto. 
PAINTS 
T. Eaton Co., Ltd. Toronto. 
Hobbs Glass, Ltd, (Pittsburgh Paint Div.), London, Ont 
Ss. C. Johnson & Son, Ltd., Brantford, Ont. 


PAINTS, INDUSTRIAL 
Crane Limited, Montreal 

Flintkote Co. of Canada Ltd., Long 

PAINT STRIPPING COMPOUNDS 
Dye & Chemical Co. of Canada, Ltd., Kingston, Ont. 


PAPER BUTTER CHIPS, SOUFFLES, BAKING CUPS 
Hygiene Products Ltd., Dorval, Que. 
Lily Cups, Limited, Toronto 
G. H. Wood & Co., Limited, Toronto 
PAPER DRINKING CUPS 
Cody Paper Products, Limited, Saint John, N.B. 
Dixie Cup Co. (Canada) Ltd.. Brampton, Ont. 
Thomas Gibson & Co., Ltd.. Toronto 
Globe Envelopes, Ltd. Toronto. 
H. Ss. Hunnisett Co., Teronto 
Hygiene Products Ltd., Dorval, Que. 
Lily Cups, Limited, Toronto 
Victoria Paper & Twine Co., Ltd., Toronto. 
G. H. Wood & Co., Ltd., Toronto. 


PAPER GOODS 


ira 


Branch, Ont 


eti 

Cody Paper Products, Limited, Saint John, N.B. 
Kk. B. Eddy Company, Hull, Que. 

Hygiene Products Dorval, Que. 

Victoria Paper & Twine Co., Ltd., Toronto. 

G. H. Wood & Co., Ltd., Toronto. 


PAPER, STATIONERY 
k. B. Eddy Company, Hull, Que. 
W. J. Gage & Co. Ltd., Torente. 
PAPER TOWELS—TOILET TISSUES 
Cody Paper Products, Limited, Saint John, N.B. 
Dustbane Products Ltd. Ottawa. 
E. Bo Eddy Company, Hull, Que. 
Hygiene Products Ltd.. Dorval, Que. 
Victoria Paper & Twine Co. Ltd., Toronto. 
West Disinfecting Co., Ltd.. Montreal. 
G. H. Wood & Co., L.td., Toronto. 
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H ow much time 


can you save in a half hour? 


DOMINION oxygen (BLP.). You 


nm arrang 1 showing of this film 


nearest 


COMPANY, LIMITED 


00C) 
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‘ Bay Street, Toronto |, 
‘i 
f 
z 
OXYGEN (B.P) | 
“D> | 
ar 
10] 


Backed by the scientific reputation of 
laboratories which have been prominent 
in research for 50 years. ‘Roche’ pharma 
ceuticals ore pure, stable, of guaranteed 
potency 

For your protection, ‘Roche’ products are 


advertised only to the medical profession 


HOFFMANN-LA ROCHE LIMITED 


MONTREAL 


Mallinckrodt Chemical 
Works Limited 


MONTREAL TORONTO 
PLANT AT LASALLE QUE 


BUYERS DIR 


PAPER, WAXED 
Victoria Paper & Twine Co., Ltd., Toronto. 


PARTITIONS 


Armstrong Cork Canada, Lid., Montreal. 
vanitary, Cul 

Metal Craft Co. Limited, Grimsby, Ont 

Office Specialty Mfg. Co., Ltd.. Newmarket, Ont. 
Surgical Supplies (Canada). Ltd., Toronto 
Westeel Products Ltd., Toronto 


PARENTERAL SOLUTIONS 
Abbott Laboratories Ltd.. Montreal 
Baxter Laboratories of Canada, Ltd., Acton, Ont. 
Cutter Laboratories, International, Toronto. 
J. F. Hartz Co. Toronto. 
Hoffman-La Roche Limited, Montreal. 
Ingram & Bell, Ltd., Toronto. 
Ohio Chemical Canada, Limited, Toronto 
Parke, Davis & Co., Ltd... Walkerville, Ont. 
John Wyeth & Brother (Canada), Ltd., Windsor. 


PARENTERAL SOLUTION PREPARATION EQUIPMENT 


Macalaster Bicknell Co.. Cambridge, Mass. 
The Stevens Companies, Toronto 


PENICILLIN 
Cutter Laboratories, International, Toronto. 
Merck & Co., Ltd., Montreal. 
Parke, Davis & Co., Ltd.. Walkerville, Ont 
k. R. Squibb & Sons of Canada, Ltd., Toronto, 
John Wyeth & Brother (Canada) Ltd., Windsor. 


PENICILLIN: AEROSOL APPARATUS 
Canadian Liquid Air Co. Ltd., Montreal, 


PETROLEUM JELLY GAUZE DRESSINGS 
Smith & Nephew, Ltd., Montreal. 


PHANTOMS “OB” 
Clay-Adams Co., Inc., New York, N.Y. 


PHARMACEUTICALS 
Abbott Laboratories Ltd.. Montreal. 
Cutter Laboratories, International, Toronto. 
Denver Chemical Mfg, Co., Montreal. 
Hoffman-La Koche, Limited, Montreal. 
Frank W. Horner, Limited, Montreal. 
Mallinckrodt Chemical Works, Ltd., Montreal 
Merck & Co., Ltd.. Montreal 
Ortho Pharmaceutical Corpn, (Canada) Ltd. Toronto 
Parke, Davis & Co., Ltd., Walkerville, Ont 
Sharp & Dohme (Canada) Ltd., Toronto 
k. R. Squibb & Sons, of Canada, Ltd. Toronto. 
John Wyeth & Brother (Canada), Ltd.. Windsor. 


PHOTOGRAPHIC SUPPLIES 
Canadian Kodak Co., Ltd., Toronto 


PHOTO-MICROGRAPHIC APPARATUS 
Walter A. Carveth, Limited, Toronto 
PHYSICAL THERAPY APPARATUS 
Burke Electric & X-Ray Co., Ltd., Toronto. 
Casgrain & Charbonneau, Ltée., Montreal. 
Ferranti Electric Ltd., Mt. Dennis, Ont. 
Fisher & Burpe, Ltd. Winnipeg. 
General Electrie X-Ray Corporation Ltd., Toronto. 
Philips Industries, Ltd.. Montreal. 
Vollrath Company, Sheboygan, Wis. 


PICKLES 
H. J. Heinz Co. of Canada, Ltd., Toronto. 


PILLOWS 


T. Eaton Co., Ltd., Toronto. 

G. A. Hardie & Co... Ltd. Toronto 

Hotel & Hospital Supply Co., Toronto 

Howard's Bedding Limited, Ottawa. 

Parkhill Bedding, Winnipeg. 
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Physician 


Quickly available everywhere 


in wide selection of solutions in all populer sizes 


Purchasing Agent 


‘ABBOTT LABORATORIES 


Lieés MONTREAL 


TORONTO DEPOT 763 Yonge Str VANCOUVER DEPOT Barham & Sands Bidg 


Specify Abbott Intravenous Solutions and Sterile Venoclysis Equipment 
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CONSULT 
DESIGN 
SUPPLY... 


Everything from one room to 


complete Hospital Furnishings 


SPECIAL CONTRACT DIVISION 
MONTREAL HALIFAX 
NA ANG 


Vv ININIPE 


Tempting 


RENNET DESSERTS 


for patients unable to take milk 


Your patient's aversion 

to milk through personal 
dislike or necessity can be 
overcome with delictous 
rennet desserts. Brighten 
monotonous diets with chis 
egxless rennet-custard — 
aod supply the full outri 
vonal food value of milk io 


an easily digesuble form 


AVAILABLE IN SIX DELICIOUS FLAVOURS 


funket is the trade-mark in Canada 
ot Che. Hansen's of Canada, Led. tor 


FREE: write 


rive 


Robert Simpson Co. Ltd., Toronto 
Simmons Limited, Montreal 
Sleepmaster, Ltd., Toronto. 

Textile Products Co. Ltd. Toronto. 


PIPE 


Crane Limited, Montreal. 


PLASMA 
Baxter Laboratories of Canada, Ltd.. Acton, Ont. 
Cutter Laboratories, International, Toronto, 
F. Hartz Co. Limited, Toronto 
Ingram & Bell, Limited, Toronto. 


PLASMA THAWING BATHS 
Cutter Laboratories, International, Toronto, 
Vendall Limited, Toronto. 


PLASMA PROCESSING EQUIPMENT 


Baxter Laboratories of Canada, Ltd.. Acton, Ont 


J. F. Hartz Co,., Ltd., Toronto. 
Ingram & Bell, Ltd., Toronto. 


PLASTER OF PARIS 


Bauer & Black Division of the Kendall Co. (Canada) 


Lid., Toronto. 
Johnson & Johnson, Ltd., Montreal. 
Merck & Co., Ltd., Montreal 
Smith & Nephew, Ltd. Montreal 
PLASTIC DISHES 
Cody Paper Products, Limited, Saint John, N.B. 
Stevens Companies, Toronto, 
PLASTICS OCCUPATIONAL THERAPY 
Lewis Craft Supplies Ltd., Toronto. 


PLASTIC SUNDRIES 


Montreal Suspenders & Umbrellas, Ltd.. Montreal. 


PLATES, PUSH and KICK 


Corbin Lock Co. of Canada, Ltd., Belleville, Ont. 


PLEXIGLAS 
Hobbs Glass, Ltd., London, Ont 


PLUMBING FINTURES 


Crane Limited, Montreal. 

PLUMBING—PIPE 
Canadian Fairbanks-Morse Co. Ltd.. Montreal. 
Crane Limited, Montreal. 

PORCELAIN ENAMELED WARE, SURGICAL 
General Steel Wares, Limited, Toronto. 
Vollrath Company, Sheyboygan, Wis. 

POTATO PEELING MACHINES 


G. S. Blakeslee & Co., Ltd., Toronto 

General Steel Wares, Ltd., Toronto. 

Hobart Mfg. Co.. Toronto. 

Robert Simpson Co. Ltd... Toronto. 

Toledo Seale Co. of Canada, Ltd., Windsor, Ont 
Wrought Iron Range Co., Ltd., Toronto 


PRESSES, WEARING APPAREL 
Canadian Laundry Machinery Co., Ltd. Toronto 


PROTEIN: HYDROLYSATE 


Baxter Laboratories of Canada. Ltd.. Acton, Ont 


PUDDING POWDERS 


Gibbons Quickset Desserts, Toronto. 
S. Gumpert Co. of Canada, Ltd., Toronto 
‘Junket™ Brand Foods, Toronto 
PULLS, DOOR 
Corbin Lock Co. of Canada, Ltd., Belleville, Ont. 
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inl Steel 
Stainless Ste — 
THE COMPLETE ‘'DUTY-DESIGNED’’ 
@ it's the time-saving, money-saving 
thing to do. The dai/t-in sturdiness of 
Vollrath Stainless Steel Ware assures 
long years of service... at lower yearly 
cost. For this advantage alone, it would 
pay you to concentrate your purchases 
within the complete Vollrath line. But, 
functional duty-designed Vollrath Ware 


—refined through years of specializa- 


tion—yields extra satisfactions: Efficient 


in use, it simplifies sanitation problems 
because it’s easy to clean! Year after 


year, more hospitals become users of 


Vollrath Ware. Call your Vollrath job- 


ber or write us about your needs today. 


SHEBOYGAN, WISCONSIN 
Distributed by. INGRAM G BELL, LTD 


Toronto Montrea! Winnipeg Calgary Vancouver 


j \ 
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4% QT. STERNE 
PITCHER 4 
BEDSIDE SET 
Manufacturers of Vollrath Genuine Porcelain Enameled Ware—Famous for Quality a 
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BOOKS 


PROGRESSIVE 


HOSPITAL 
ADMINISTRATOR. 


HOSPITAL ORGANIZATION AND 
by Maicolm T Mac Bac nen D., M ! 


MANUAL FOR MEDICAL a LIBRARIANS 
Edna K Huffman R.R.L 
‘ ‘ ‘ per copy, $4.50 


nt 


HOSPITAL PUBLIC RELATIONS 
by Alden B. Mills x4 


THE COLLEGE CURRICULUM IN 
HOSPITAL ADMINISTRATION 
the final report by the Joint Commission on Education 
Charles EB. Prall, Director, Paul B. Gillen, Assistant. 1 
‘ ‘ t! per copy, $2.00 


I 


PROBLEMS OF HOSPITAL ADMINISTRATION 
by Charles BE. Prall, Director, Joint Commission on Educa 
tion l ‘ tity ir n bluse 
per copy, $2.00 


\ 


PURCHASING FOR HOSPISALS 
by Walter N. Lacy nan n 
per copy, $2.25 


STANDARD NOMENCLATURE OF 
DISEASE AND OPERATIONS 


‘ 


and Taxes 
irchaser 


Pius Postage. Foreign Duties 
are assumed by the | 


ORDER FROM 
PHYSICIANS’ RECORD CO., Publishers 
161 W. Harrison Street Picasncneiahe 5, Illinois, U.S.A. 


‘DIRECTORY 


+ THE BUYERS 


PUMPS, MEDICAL 


American Cystoscope Makers, Inc., 


PUMPS, ALL TYPES 
Canadian Fairbanks-Morse Co., Ltd., Montreal. 
CC. A. Dunham Co., Ltd., Toronto. 


PUMPS, CIRCULATING 


s. A. Armstrong, Limited, Toronto. 


New York. 


RADIATORS 


Crane Limited, Montreal. 


KADIO RECEIVING EQUIPMENT 


Canadian Marconi Co., Limited, Montreal. 


RADIUM AND ACCESSORIES 
X-Ray & Radium Industries, 
RADIUM MEASURING INSTRUMENTS 
X-Ray & Kadium Industries, Ltd. 
RANGES: COOKING 


Bell, Rinfret & 
Canadian General Electric Co. Ltd. 
Frigidaire Products of Canada Ltd., 
General Steel Wares, Ltd., Toronto. 
Kitchen Installations, Ltd., Ajax, Ont. 
Moffats Limited, Weston, Ont. 

Kobert Simpson Co. Ltd., Toronto. 
Superior Electrics, Ltd., Pembroke, Ont. 
Wrought Iron Range Co., Ltd., Toronto. 


REAGENT LABORATORY CHEMICALS 


Canadian Laboratory Supplies, Ltd., Toronto. 
Denver Chemical Mfg. Co., Montreal. 
Merck & Co., Ltd., Montreal. 


RECORD BOOKS 


Limited, Toronto. 
loronto. 


Montreal 
Toronto 
Leaside, Ont. 


Physicians’ Record Co., Chicago, Hl 
RECORD SYSTEMS 


Ditto of Canada, Limited, Toronto, 

Hospital & Medical Records, Toronto, 

Office Specialty Mfg. Co. Ltd.. Newmarket, Ont. 

Physicians’ Record Co., Chicago, Il. 

Remington Rand Limited, Toronto. 
REFRIGERATORS 

1 Banks 

Armstrong Cork, Canada Ltd., 

Canadian Ice Machine Co., Ltd. 

Cutter Laboratories, International, Toronto. 

Frigidaire Products of Canada, Ltd., Leaside, Ont. 

Universal Cooler Co. Ltd. Brantford, Ont. 

Vendall Limited, Toronto. 


REFRIGERATORS 


Armstrong Cork, Canada Ltd., 
Canadian Ice Machine Co., Ltd., 
Canadian General Electric Co. Ltd. 
Frigidaire Products of Canada, Ltd., 
General Steel Wares Ltd., Toronto. 
Moffats Limited, Weston, Ont. 
Universal Cooler Co. Lid. Brantford, Ont. 
Vendall Limited, Toronto. 

REFRIGERATING MACHINERY 
Canadian lce Machine Co. Ltd., Toronto. 
Frigidaire Products of Canada, Ltd., Leaside, 
Universal Cooler Co. Ltd., Brantford, Ont. 
Vendall Limited, Toronto. 


REFRIGERATION 


rage 


Montreal 
Toronto. 


Montreal 
Toronto. 

Toronto 

Leaside, 


Cutter Laboratories, International, Toronto. 
Frigidaire Products of Canada, Ltd., Leaside, 
Universal Cooler Co. Ltd., Brantford, Ont. 
Vendall Limited, Toronto. 
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DEPENDABLE 2secworscd Cooler CONDENSING UNITS 
REFRIGERATION 
EQUIPMENT 
do a better jot 


have repairs, repla 
ol weather 


and this is a ement 
additional 
permits alteratu 
your Walk-in Boxes 
on equipment in 
delivery 
Don't 


more than pay t 


CONDENSING UNITS 


te jt 


Universal Cooler CONVECTION COILS 


built to give 


hte 


are smartly designed and 
factory service Gleaming white porce 
coils which insure high heat transfet 1 pr 
maintenance proven by years of test in actual service 


to suit your needs! 


Dole Freezer Stands... 
... Ceiling Plates... 
Shelf Plates 


can be furnished to meet your specifications. 


Automatic Refrigeration Since 1922 


BRANTFORD, ONTARIO 
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UNIVERSAL COOLER COMPANY LIMITED 


5 E 5 RESECTOSCOPES 
( alivur American Cystoscope Makers, Inc., New York. 
t REST HOME 


The Pinecrest, Montreal. 


RESUSCITATORS 
J. F. Hartz Co., Ltd., Toronto. 


Good Fit at the Fingertips, Ohio Chemical Canada, Limited, Toronto. 


RINGS AND PILLOWS, RUBBER 
W i Dunlop Tire & Rubber Goods Co., Ltd., Toronto. 
Palm and rist Goodyear Tire & Rubber Co. of Canada, Ltd., 
loronto. 
Viceroy Mfg. Co., Ltd., Toronto. 


ROOM HEATERS 
for over 3/7 years Superior Electrics Ltd., Pembroke, Ont. 
RUBBER FLOORING 


Armstrong Cork Canada, Ltd., Montreal. 
Barringham Rubber & Plastics Ltd., Oakville, Ont 


S T E R L | N GS Flintkote Co. of Canada, Ltd., Long Branch, Ont 


RUBBER GLOVES 


R U B B iS R CO Sterling Rubber Co., Ltd., Guelph, Ont. 
LIMITED —— RUBBER MARKING INK 
Applegate Chemical Co., Chicago, Hl. 
GUELPH ONTARIO RUBBER SHEETING 


Canadian General-Tower Ltd. Galt, Ont 
Barringham Rubber & Plastics, Ltd., Oakville, Ont. 
Textile Products Co., Ltd., Toronto. 
RUBBER SUNDRIES 
Armstrong Cork Canada, Ltd., Montreal. 
Clay-Adams Co., Inc., New York. 
Dunlop Tire & Rubber Goods Co., Ltd., Toronto. 
Goodyear Tire & Rubber Co. of Canada, Lid... Now 
Toronto. 
Viceroy Mfg. Co., Ltd., Toronto. 


RUGS, TRAVELLING 

Safes == Vault Doors Ayers, Limited, Lachute Mills, Que. 
Bland & Co., Ltd., Montreal. 
T. Eaton Co., Ltd. Toronto. 

SAFES 
Office Specialty Mfg. Ltd.. Newmarket, Ont. 
Remington Rand Limited, Toronto, 
J. & J. Taylor Co., Ltd., Toronto. 

SANITARY NAPKINS 


Bauer & Black Division of the Kendall Co. (Canada) 
Lid., Toronto. 
Johnson & Johnson Ltd., Montreal. 
G. H. Wood & Co., Ltd. Toronto. 
SCALES, WEIGHING 


Berkel Products Co. Ltd., Toronto. 
For Prot ng Canadian Fairbanks-Morse Co., Ltd., Montreal. 
Toledo Scale Co. of Canada, Limited, Windsor, Ont 


HOSI ITAL'S VITAL REC ORDS SCALE REMOVING COMPOUNDS 
OTICS « «= « { ASH Mchague Chemical Co. Ltd., Torento, 


Special Safe and Vault Equipment built for SCALPEL BLADES 


particular requirements. Bard-Parker Co., Ine.. Danbury, Conn. 
Down Bros. and Mayer & Phelps, Ltd., Toronto 


Specialists in Surgeons’ Gloves 


Specify Taylor 


FOR PROTECTION, NOT PRETENSE 
SCISSORS, SURGICAL 


Bland & Co., Ltd., Montreal. 


J.6¢J. TAYLOR Limiteo 
faster Surgical Instrument Corp., Irvington, N.J 


TORONTO SAFE works SCREENS, BEDSIDE 


Metal Craft Co., Ltd., Grimsby, Ont. 
TORONTO MONTREAL WINNIPEG VANCOUVER Meta! 


S Cory) 
ma Se 


Fabricators Ltd. Tillsonburg, Ont 
— Parkhill Bedding, Ltd.. Winnipeg. 
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ARISTO 
HOSPITAL SHEETING 


Strong and Durable 


Highest grade “quality guaranteed” Rubber and 12 gauge 
Vinyl! plastic sheeting especially manufactured for hos- 
pital use. Aristo sheeting is long wearing, absolutely 
waterproof, soft and pliable, acid resistant and can be 
sterilized. 


Aristo Hospital Sheeting comes in a variety of weights 
and a choice of maroon, white or clear 


Canadian General - Tower Limited 
GALT ONTARIO 


Bran al 


MONTREAL TORONTO WINNIPEG VANCOUVER 


DUNLOP - CANADA 
Dunlop — Mokers of Auto, Truck, Bus, Agricultural, Aircraft, Motorcycle and Bicycle Tires; Auto Accessories; industrial 
ond Agricultural Rubber Products — Belting, Hose, etc., “Dunlopillo” (The Original) Latex Foam Cushioning; ond Golf Bolls, 
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You get EXTHA value with 
long-wearing 


“Tex-made"” towels are a truly 


economical purchase for institutions 
and hospitals. These well-made towels 
stand up to the hard wear and tear 
of continual washings and retain 
their fluffy softness for years 
They come in a variety of 
sizes, in solid white or with 
coloured borders 
You are assured of quality when you see 
the “Tex-made” label on sheets 
and slips, sheeting, flannelette 
blankets and all “better value” 


Order from your 


cotton merchandise. 


regular wholesaler 


WW 


FABRICS 


DOMINION TEXTILE COMPANY 
LIMITED 


MONTREAL CANADA 


Robert Simpson Co. Ltd., Toronto. 
Simmons Limited, Montreal, 
Surgical Supplies (Canada) 


SCRUBBING MACHINES 


Dusthbane Products Ltd., Ottawa. 

Huntington Laboratories of Canada, Ltd., Toronto. 
H. Ss. Hunnisett Toronto. 

Hygiene Products, Limited, Dorval, Que. 

Frank P. Lalonde, Limited, Montreal. 

West Disinfecting Co., Ltd... Montreal 

G. H. Wood & Co. Ltd. Toronto. 


SEATS, TOILET 


Crane Limited, Montreal. 
Viceroy Mfg. Co,, Ltd., Toronto. 


Toronto. 


Ltd., 


SERVING TRAYS, PLASTIC 
Arnold Banfield & Co. Ltd.. Toronto, 


Barringham Rubber & Plastics Ltd.. Oakville, Ont. 
Cody Paper Products, Limited, Saint John, N.B. 


SHEET METAL WORK 


Ellett Copper & Brass Co. Ltd., Vancouver. 
Kitchen Installations, Ajax, Ont. 
Westeel Products, Ltd., Toronto. 
SHEETS, BED 
Bland & Co., Ltd., Montreal. 
Dominion Textile Co., Montreal, 
Lac-Mae Limited, London, Ont. 
Gordon Mackay & Co. Ltd., Toronto 
(. A. Hardie & Co., Ltd., Toronto. 
Hotel & Hospital Supply Co., Toronto 
Robert Simpson Co. Toronto. 
Textile Products Co., Ltd. Toronto. 


SHEETING, FOR CASTS 


Dominion Textile Co. Montreal. 
Dunlop Tire & Rubber Goods Co. Ltd., Toronto. 


Goodyear Tire & Rubber Co. of Canada, Ltd., Toronto. 


G. A. Hardie & Co., Toronto. 
Textile Products Co., Ltd., Toronto. 


SHEETING, FABRIBKOID 


Canadian Industries, Ltd.. New Toronto, 


SHEETING, RUBBER 


Canadian General-Tower Ltd. Galt, Ont. 
Gordon Mackay & Ltd., Toronto 
Hygiene Products, Ltd., Dorval, Que. 
Textile Products Co., Toronto. 


SHELL CRAFT SUPPLIES 


Lewis Craft Supplies Ltd., Toronto. 


SHELVING, STEEL AND PREFRABICATED 
Office Specialty Mfg. Co., Ltd.. Newmarket, Ont. 


SHORT WAVE THERAPY APPARATUS 


B. O. P., Montreal. 

Burke Electric & X-Ray Co., Ltd., Toronto. 
Ferranti Electric Ltd. Mt. Dennis, Ont. 

Fisher & Burpe, Ltd., Winnipeg. 

General Electric X-Ray Corporation Ltd., Toronto. 
The Stevens Companies, Toronto. 

X-Ray & Radium Industries, Limited, Toronto. 


VER POLISH 
Reckitt & Colman (Canada) Ltd., Montreal. 


VERWARE 


and fia 


Bell, Rinfret & Co. Ltd.. Montreal. 

British & Colonial Trading Co. Ltd., Toronto. 
Cassidy's Limited, Montreal. 

Cody Paper Products, Limited, Saint John, N.B. 
Metslashan-Clarke Co., Ltd.. Niagara Falls, Ont. 
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McGLASHAN CL CO. LIMITED 


NIAGARA FALLS, CANADA CPR. BLOG. IN TORONTO 
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DEPENDABLE 
SANITATION 


YOU may depend 


“TALL PINE” Terrazzo Cleaner 


NEUTRALUSTRE the alkali-proof cleaner which 
cleans as it shines. 


SOLVENTOL the new solvent principle cleaner 
which eliminates rubbing and scrubbing. 


ROCKWAX the pure hard-finish lustrous wax. 
SURGOPLEX the finest in surgical soaps. 
VAPORACK double strength deodorant blocks. 


on YOUR particular problem being 
given specialized study! 


YOU may depend 


on each product we sell! 


YOU may depend 


on the integrity of our standards! 


YOU may depend 


on OUR ability to give YOU satis- 


faction! 


LILY souffle cups and drinking cups 


—and other floor cleaning and sanitation products 
particularly adaptable for hospital uses 


Let US demonstrate OUR dependability 
to YOU 
WE CAN PROVE IT 


GIBSON & COMPANY 


LIMITED 
Sanitation Products and Floor Treatments 


TORONTO MONTREAL 


SINKS, KITCHEN 


Crane, Limited, Montreal. 

Ellett Copper & Brass Co. Ltd., Vancouver. 
General Steel Wares, Ltd. Toronto. 
Kitchen Installations, Ltd., Ajax, Ont. 

S. H. Newman Co. Ltd., Toronto. 

Metal Craft Co., Ltd., Grimsby, Ont. 
Wrought Iron Range Co. Ltd., Toronto. 


SINKS—WASHLUP, SERVICE, LAB. 
Crane Limited, Montreal. 
Ellett Copper & Brass Co. Ltd., Vancouver 
Kitchen Installations, Ltd., Toronto, Ont. 
SKELETONS, SKULLS 
Clay-Adams Co., Inc., New York. 


SLICERS: BREAD, MEAT 


Berkel Products Co., Ltd., Toronto. 
Hobart Mfg. Co., Ltd., Toronto. 


SOAPS, BABY 
Colgate-Palmolive-Peet Co., Ltd., Toronto. 


Huntington Laboratories of Canada, Ltd., Toronto. 


Johnson & Johnson, Ltd., Montreal. 
Gordon A. MacEachern, Toronto. 
West Disinfecting Co., Ltd., Montreal. 


SOAPS, CHIP AND POWDERED 
Colgate-Palmolive-Peet Co., 
Dusthbane Products Ltd., Ottawa. 
Stanley Brock, Limited, Winnipeg. 
MeKague Chemical Co., Limited, Toronto. 

SOAP DISPENSERS 
Dustbane Products Ltd., Ottawa. 

H. S. Hunnisett Co., Toronto. 

Huntington Laboratories of Can. Ltd., Toronto. 

Hygiene Products Ltd., Dorval, Que. 

West Disinfecting Co., Ltd., Montreal. 

G. H. Wood & Co., Ltd. Toronto. 


SOAPS, LIQUID, SCRUB and TOILET 
Cody Paper Products, Limited, Saint John, N.B. 


Colgate-Palmolive-Peet Co., Ltd., Toronto, 
Dusthbane Products Ltd., Ottawa. 


Toronto. 


Dye & Chemical Co. of Canada, Ltd., Kingston, Ont. 


Thomas Gibson & Co., Ltd., Toronto. 
Huntington Laboratories of Can. Ltd., Toronto. 
Hygiene Products Ltd., Dorval, Que. 
Gordon A. MacEachern, Toronto. 
West Disinfecting Co., Ltd., Montreal. 
G. H. Wood & Co., Ltd., Toronto. 


SOAPS, TOILET 
Colgate-Palmolive-Peet Co., Ltd., Toronto. 


Dustbane Products, Ltd.. Ottawa. 
Hygiene Products Ltd., Dorval, Que. 


SOIL PIPE AND FITTINGS 
Crane Limited, Montreal. 


SOLUTION ROOM EQUIPMENT 
Macalaster Bicknell Co., Cambridge, Mass. 


SOUND CONDITIONING 
Alexander Murray & Co. Ltd., Montreal. 
Armstrong Cork, Canada Ltd., Montreal. 
Dominion Sound Equipments Ltd. Montreal. 
SOUP BASES 
S. Gumpert Co. of Canada, Ltd., Toronto 
J. H. Stafford Industries Ltd., Toronto. 
Supereme Food Products, Ltd., Montreal 


SPECTROPHOTOMETER 
Canadian Laboratory Supplies, Ltd., Toronto. 
SPIRITS, MEDICINAL, HOSPITAL 
Gooderham & Worts, Ltd., Toronto. 
J. F. Hartz Co., Ltd. Toronto. 


Ingram & Bell, Ltd., Toronto. 
Standard Chemical Co. Ltd. Toronto. 


DTAN 


HOSPITAL 
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SOUND 
ABSORBING 


“Doctor's Orders — Quiet”... but 
hard plaster walls and ceilings in 
hospitals make these orders diffi- 
cult to obey. Reduce clatter and 
echo which result in unhealthy 
irritating noise conditions by 
applying Acousti-Celotex to ceil- 
ings. Easy, safe and economical 
maintenance, complete sanitation, 
reasonable cost, and quiet installa- 
tions, are transforming noisy 


hospitals into true zones of quiet. 


Remember repeated paintings 
will not reduce sound conditioning 
efficiency. 

Get in touch with our nearest branch 


for consultation and estimate 


Dominion Sound Equipments 
Limited 
Head Office: 4040 St. Catherine St. West, Montreal 


Branches at Halifax, Saint John, Toronto, Winnipeg, Regina, Calgary, Edmonton, Vancouver 
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COLEMAN 
JUNIOR 


SPECTROPHOTOMETER 


@ SUCCESSOR TO COLORIMETERS 
@ VERSATILE 

@ SIMPLE POSITIVE PERFORMANCE 
@ DIRECT READING 

@ NEW INTERCHANGEABLE SCALES 


Write for 
Bulletin B-2]] 


CANADIAN LABORATORY SUPPLIES 


LIMITED 


TORONTO WINNIPEG MONTREAL 
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SPLINT PADDING, LATEX FOAM 


Dunlop Tire & Rubber Goods Co. Ltd., Toronto 
Goodyear Tire & Rubber Co. of Canada, Ltd., Toronto 


SPRINGS, WIRE BED 


T. Eaton Co., Ltd., Toronto. 
Howard's Bedding Litd., Ottawa. 
Parkhill Bedding Ltd.. Winnipeg. 
Simmons Limited, Montreal. 
Sleepmaster, Ltd. Toronto. 
Vancouver Bedding Ltd.. Vancouver 


SPUTUM CUPS, PAPER 
Bauer & Black Division of the Kendall Co. (Canada) 
Ltd., Toronto 


Hygiene Products Ltd. Dorval, Que. 
Victoria Paper & Twine Co., Ltd. Toronto 


TUM CUPS, STAINLESS STEEL 
Vollrath Company, Sheboygan, Wis. 
STEAM SPECIALTIES 
Aluminum Goods, Ltd., Toronto. 
Canadian Fairbanks-Morse Co., Ltd.. Montreal. 
Combustion Engineering Corp., Ltd., Montreal. 


Crane Limited, Montreal. 
C. A. Dunham Co., Toronto. 


STEAMERS 
Aluminum Goods Ltd., Toronto. 


Neptune Meters, Ltd... Long Branch, Ont. 
Wrought Iron Range Co., Ltd., Toronto. 


STERILIZERS 
American Machine and Metals (Canada) Ltd., Toronto. 
American Sterilizer Co., Erie, Pa 
Becton, Dickinson & Co., Rutherford, N.J. 

B. O. Montreal. 

Canadian Laboratory Supplies, Ltd., Toronto. 
Canadian Laundry Machinery Co., Ltd., Toronto. 
Casgrain & Charbonneau, Ltee.. Montreal. 
Castle, Wilmot Co., Rochester, N.Y. 
Crane Limited, Montreal. 

J. F. Hartz Co., Ltd., Toronto. 

Ingram & Bell, Ltd., Toronto. 

Ohio Chemical Canada, Ltd., Toronto. 

Scanlan-Morris Co., Madison, Wis. 

The Stevens Companies, Toronto, 

Surgical Supplies (Canada), Ltd., Toronto 


STERILIZER CONTROLS 
Aseptic-Thermo Indicator Co., Los Angeles, Cal. 
Smith & Underwood, Diack Controls, Royal Oak, Mich 
J. Hartz Co., Lid., Toronto. 

Ingram & Bell, Toronto. 
The Stevens Companies, Toronto. 

STERILIZER TABLETS 

Wilmot-Castle Co., Rochester, N.Y. 


SP 


STERILIZING SOLUTIONS 
Parker, White & Heyl, Ine., 


STILLS, WATER 
American Sterilizer Co., Erie, Pa. 
Canadian Laboratory Supplies, Ltd. Toronto. 
Casgrain & Charbonneau, Ltee.. Montreal. 
Castle, Wilmot Company, Rochester, N.Y. 
Ellett Copper & Brass Co., Ltd. Vancouver 
Fisher & Burpe Ltd., Winnipeg 
J. F. Hartz Co., Ltd., Toronto. 
Ingram & Bell, Ltd., Toronto. 
Seanlan-Morris Co., Madison, Wis 
The Stevens Companies, Toronto. 


STOCKINETTE, SURGICAL 

Smith & Nepew, Limited, Montreal. 
STOKERS, ALL KINDS 

Canadian Fairbanks-Morse Co., Ltd., Montreal. 


Combustion Engineering Corpn. Ltd., Montreal 
Crane Limited, Montreal 


Danbury, Conn. 


. 
— 


OPERATING IONE 


electromatically governing each progressive step of 
the complete sterilizing cycle, is readily adaptable 
to all “American” sterilizers now equipped with Top 


Operating Valve. 


@ Split-second precision in all sterilizing 
procedures 


@ Saves valuable time and labor 


@ Facilitates greater load output 


Manuaily controlled in 


event of current failure in 


WRITE TODAY for detailed information hospital 


AMERICAN STERILIZER COMPANY 


Erie, Pennsylvania 


LIMITED 


TORONTO 
MONTREAL + WINNIPEG ‘CALGARY: VANCOUVER 
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CorDest Gaimen ts 


Limited 
LONDON - ONTARIO 


Manufacturers of 


Hospital Garments, Nurses’ Uni- 
forms and Capes, Maids’, Order- 
lies’, and Dietitians’ Uniforms. 


LOOK FOR THIS LABEL 


Cok. Dest 
Sewn for Service 


LONDON, CANADA 


“The Hospital Textile House” 


Sheets 
Pillow Cases 
Bed Spreads, Blankets, 
Towels, Towellings 
Factory Cottons, Duck 
Draperies 


Linens of all kinds 


TEXTILE PRODUCTS 
CO., LIMITED 
BLOOR ST. W. 


TORONTO | 


STRETCHERS, WHEEL 
Canadian Fairbanks-Morse Co., Ltd. Montreal. 
Metal Craft Co. Ltd., Grimsby, Ont. 
Metal Fabricators Ltd., Tillsonburg, Ont. 
Seanlan-Morris Co., Madison, Wis. 
Simmons Limited, Montreal. 
Robert Simpson Co. Ltd., Toronto. 


STREPTOMYCIN 
Bristol Laboratories of Canada, Ltd., Montreal. 
Merck & Co., Limited, Montreal. 


SUCTION AND ETHER UNITS 
Canadian Liquid Air Co. Ltd., Montreal. 
Down Bros. and Mayer & Phelps, Ltd., Toronto. 


SURGICAL AND MEDICAL INSTRUMENTS 
Becton, Dickinson & Co., Rutherford, N.J. 
Casgrain & Charbonneau, Ltée., Montreal. 
Down Bros. and Mayer & Phelps, Ltd., Toronto. 
Fisher & Burpe, Ltd., Winnipeg. 

J. F. Hartz Co., Ltd., Toronto. 
Ingram & Bell, Ltd., Toronto. 
The Stevens Companies, Toronto. 


SURGICAL BLADES 
Bard-Parker Co., Inc., Danbury, Conn. 


SURGEONS’ AND INTERNS’ CLOTHING 
Bland & Co., Ltd., Montreal. 
Corbett-Cowley, Ltd., Toronto. 
CorDest Garments, Ltd., London, Ont. 


Lac-Mac Limited, London, Ont. 
Wilkins, Robert C. Co. Ltd., Farnham, Que. 
SUTURES 
Bauer & Black Division of the Kendall Co. (Canada) 
Ltd., Toronto, 
Davis & Geck, Ine. Brooklyn, N.Y. 
Johnson & Johnson, Ltd., Montreal. 
Scanlan-Morris Co., Madison, Wis. 


SWEEPING COMPOUNDS 
Dustbane Products, Ltd., Ottawa. 
H. S. Hunnisett Co., Toronto. 
Gordon A. MacEKachern, Toronto. 
MeKague Chemical Co., Limited, Toronto. 
Victoria Paper & Twine Co., Ltd., Toronto, 
SYNTHETIC DETERGENTS 
Colgate-Palmolive-Peet Co. Ltd., Toronto. 
SYRINGES, HYPODERMIC 
Becton, Dickinson & Co., Rutherford, N.J. 


SYRUP BASES 
J. H. Stafford Industries, Ltd., Toronto. 


SYSTEMS, VISIBLE RECORDS 
Office Specialty Mfg. Newmarket, Ont. 
Remington-Rand Limited, Toronto. 


TABLES, BEDSIDE, OVERBED 
Eaton Co., Toronto. 
Dominion Metalware Industries Limited, Long Branch. 
Ives Bedding Co. Limited, Cornwall, Ont. 
Metal Craft Co. Ltd. Grimsby, Ont. 
Metal Fabricators Ltd. Tillsonburg, Ont. 
Parkhill Bedding, Ltd., Winnipeg. 
Simmons Limited, Montreal, 
Robert Simpson Co., Ltd., Toronto. 


rABLE COOKERS, ELECTRIC 

Moffats Limited, Weston, Ont. 

Superior Electrics, Ltd., Pembroke, Ont. 
TABLES, COMPOSITION TOP 

Arnold Banfield & Co., Ltd., Oakville, Ont. 
PABLES: OBSTETRICAL, OPERATING 

American Sterilizer Co., Erie, Pa. 

B. O. P., Montreal. 

Down Bros, and Mayer & Phelps, Ltd., Toronto. 

J. F. Hartz Co., Toronto. 
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The hours of treatments § are 
checked on the visible margin of 
each card im the Kardex Desk 
Unit, so that a SINGLE SWIFT 
GLANCE tells the nurse which 
patients require medication of 
treatment af any given time 
Above the margin are the doctor's 
instructions opposite the desig 
noted hour 


“I like my work, and I like to do it well. I'm good at 
working with people—but I'm no machine 


“[ can forget things as easily as anyone else—especi- 

ally when I'm tired. That used to worry me—which 

just made me more tired. Because in this work you're 

falling down pretty badly if vou forget some things 
a patient's medication, for instance 


“I used to worry, but not any more! Not since they 
gave us these Kardex Visible Reeords, one for each 
ward. They do my ‘remembering’ for me. One glance 
at my Kardex, and there staring right at me is the 
signal that tells when it’s treatment time for each 
one of my patients 


“IT know I’m doing better work, and I’m sure my 
patients are the better for it.” 


With Kardex desk units the doctor’s instructions need 


be copied only once. That's another way they reduce 
errors to a minimum 


Why not see how Kardex Desk Units could save time, 
increase accuracy in your hospital? Just phone your 
nearest Remington Rand office, o1 te to Remington 


Rand Limited, 199 Bay Street, Toronto 


THE FIRST NAME IN RECORD SYSTEMS 
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Complete Supplies of 


LINENS 
COTTONS 


ETC. 


for Hospitals and Institutions 


Table Damask 
Table Cloths Serviettes 
Huck Towels, Towelling 
Bath Towels, Towelling 
Glass Towels, Towelling 
Dish Towels, Towelling 
Crash Towels, Towelling Sheets 
Sheeting Pillow Cottons 
Slips Pillows Mattresses (Hospital) 
Blankets BedSpreads Silence Cloths 
Flannelette ‘White and Striped) 
Curtains and Nets Square & Bib Aprons 
Rugs Table Cloths 
Vitrified Crockery 


Flatware 


Hotel & Hospital 
Supply Co. 


43 Colborne St. 


Toronto 


Sales Klepresentat ea 


Sydney C Miller & Co 
179 Prnce Williom Street, Saint John, NB 


Ingram & Bell, Ltd.. Toronto. 

Seanlan-Morris Co.. Madison, Wis. 

The Stevens Companies, Toronto. 

Surgical Supplies (Canada) Ltd., Toronto 
i ABLES, STEAM 

Ellett Copper & Brass Co. Ltd., Vancouver 

General Steel Wares, Ltd. Toronto. 

Kitchen Installations Ltd., Ajax, Ont. 

Metal Craft Co., Ltd. Grimsby, Ont. 

s. H. Newman Co, Ltd., Toronto, 

Robert Simpson Co, Ltd., Toronto. 

Wrought Iron Range Co., Ltd., Toronto. 
PALCUM 

Johnson & Johnson, Ltd., Montreal. 

Mallinckrodt Chemical Works Montreal 

Merck & Montreal 

Standard Chemical Co., Limited, Toronto 17 
PANTALUM 

Johnson & Johnson, Limited, Montreal 
SYSTEMS 

Edwards of Canada, Montreal. 

Northern Electrie Co., Ltd., Montreal. 


PEXTILES 


CorDest Garments, Ltd., London, Ont. 
Dominion Textile Co., Montreal 

Eaton Co., Ltd... Toronto 

G. A. Hardie & Co. Toronto 
Hotel & Hospital Supply Co., Toronto 
Hygiene Products, Ltd., Dorval, Que 
lextile Products Co., Ltd., Toronto 


PHERMOS BOTTLES 
Thermos Bottle Co. Limited, Toronto. 


PHORACOSCOPES 
American Cystoscope Makers, Inc.. New York 


POASTERS, ELECTRIC 
Canadian General Eleetrie Co. Ltd., Toronto. 
Cassidy's Limited, Montreal 
Moffats, Limited, Weston, Ont 
Superior Electrics, Ltd., Pembroke, Ont. 
POILET PARTITIONS 
Otlice Specialty Mfg. Co., Newmarket, Ont 
Westeel Products Ltd., Toronto. 
POILET SEAT COVERS, PAPER 
Hygiene Products Ltd., Dorval, Que. 


POILET SEATS 
Crane Limited, Montreal. 
Viceroy Mfg. Co. Ltd., Toronto 
POILETS 
Crane Limited, Montreal. 


TOMATO JUICE 
H. J. Heinz Co. of Canada, Ltd., Toronto 


POOTH PASTE AND POWDER 
Colgate-Valmolive-Peet Co, Ltd. Toronto. 


POWRL CLAMPS 

Master Surgical Instrument Co. Irvington, N.J 
POWELS, PAPER 

Eddy Company, Hull, Que. 

Hygiene Products Lid., Dorval, Que 

Victoria Paper & Twine Co., Ltd.. Toronto. 

West Disinfecting Co., Ltd., Montreal. 

G. H. Wood & Co., Lid. Toronto 
AND TOWELLING 

Dominion Textile Ltd., Montreal 

Il. Eaton Co. Ltd. Toronto 

(orden Mackay & Co., Ltd. Toronto 

{, \. Hardie & Co Ltd Toronto 

Hotel & Hospital Supply Co. Toronto 

lextile Products Co. Ltd., Toronto 
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5 PLY CORE 


TOILET SEATS 


CROSS SECTION 


EXPERIENCE HAS PROVEN 


Installed in 
SUNNYBROOK 
HOSPITAL 


IS INVARIABLY 


Long life, maximum sanitary qualities, and low maintenance 
cost give Viceroy Rubwood Toilet Seats value that endures 
Once installed, they require virtually no attention. They can be 


—pes f Y thoroughly cleaned with soap and water. They are not affected 
que by acids, and withstand the strongest disinfectants. They retain 
VICEROY their rich finish and high sanitary features indefinitely 
5 PLY Five layers of plywood When the thick, hard rabber 


HARD RUBBER placed with grain crossed cover is vulcanized on this 


bonded together under core it forms a unit that is 


COVER ED SEATS tremendous heat and pressure — practically indestructible. Pol- 


with form the core of Viceroy ished to mirror smoothness, 

RUBBER COVERED FITTINGS Rubwood Toilet Seats . . Viceroy Rubw ood I otlet 
a core that even under more Seats do not absorb moisture 

than average abuse will not or odors, and are therefore 


Guaranteed for warp, twist, crack or break highly sanitary. 
y] 5 Y E A R S For information regarding designs and specifications write to: 


MANUFACTURING COMPANY LIMITED 


VANCOUVER 
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ULTRAVIOLET EQUIPMENT 
MEETS EVERY HOSPITAL REQUIREMENT 


The entire field of ultraviolet, from therapy to germ: 
cidal action, is covered by Hanovia equipment. The 
quality, construction, efficiency all-around 
superiority of Hanovia equipment make it the choice 
of hospitals the world over. 


EFFICIENT SOURCE OF EFFECTIVE ULTRAVIOLET 


THE NEW HANOVIA 


LUXOR ~ 
ALPINE LAMP a | 


There is @ definite place and need 
for this dependable opporatus in the 
modern hospital 


its wide range of clinical usefulness 
includes effective treatment of 


Erysipelas — sluggish wounds osteo 
malacre tuberculosis of the bones 

articulations peritoneum intes 
tine variety of skin conditions 
rickets infantile tetany 


Also heiptul to convalescents 


The convenient portability of this 
lamp makes it particularly practicable 
tor chanics and ward use 


DEATH TO AIR-BORNE BACTERIA 


HANOVIA’S 


SAFE-T-AIRE 
ULTRAVIOLET GERMICIDAL 
EQUIPMENT 


MODEL 


ST 2832 


Air sanitation is especially important in hospital operation 
Hanovio’s SAFE T-AIRE equipment destroys airborne bacterio 
and viruses and provides desirable protection for personnel as 
well as potierts against the dangers of cross infection 


Engineered installations of SAFE T-AIRE equipment will provide 
oir disintection of high value in your hospital 


Request complete dota now by addressing Dept CH 76 


HANOVIA Chemical & Mfg. Co. 


DEPT. C.H.-76 NEWARK 5, NJ 


Werld's eldest and largest manufacturers of vitroviolel equipment 
for the Medical Profession, Industry and the Home 


FRACTION APPARATUS 


TRAYS, SERVING 


COVERS, PAPER 


TRUCKS, FOOD 


TUBING, DRAINAGE 


TUMBLER COVERS, PAPER 


ULTRAVIOLET EQUIPMENT 


URINE-SUGAR TEST 


UTENSILS, SURGICAL 


UNIFORMS, NURSES’, ETC, 


UROLOGICAL INSTRUMENTS 


ROLOGICAL X-RAY TABLES 


TENSILS, KITCHEN 


Clay-Adams Co., Inc., New York, N.Y. 
Down Bros. and Mayer & Phelps, Ltd., Toronto. 


Aluminum Goods, Ltd., Toronto. 

Arnold Banfield & Co., Lid., Oakville, Ont. 
Barringham Rubber and Plastics Ltd. Oakville, Ont. 
Bell, Rinfret & Co., Montreal. 

British & Colonial Trading Co., Ltd., Toronto. 
Cassidy's Limited, Montreal. 

Vollrath Company, Sheboygan, Wis. 


Hygiene Products Ltd. Dorval, Que. 
lextile Products Co, Ltd., Toronto. 
Victoria Paper & Twine Co. Toronto. 
G. H. Wood & Co. Ltd., Toronto. 


Canadian Fairbanks-Morse Co., Montreal. 
Dominion Metalware Industries Limited, Long Branch. 
Ellett Copper & Brass Co, Ltd., Vancouver. 

General Steel Wares, Ltd., Toronto. 

Kitchen Installations, Ltd., Ajax, Ont. 

Metal Craft Co., Ltd., Grimsby, Ont. 

Ss. H. Newman Co, Ltd., Toronto, 

Wrought Iron Range Co., Ltd., Toronto. 


Clay-Adams Co., Inc., New York. 
Sterling Rubber Co., Ltd., Guelph, Ont. 


G. H. Wood & Co., Ltd., Toronto. 


American Sterilizer Co., Erie, Pa. 

Burke Electric & X-Ray Co., Ltd., Toronto. 
Ferranti Electric Ltd., Mount Dennis, Ont. 

Fisher & Burpe, Ltd., Winnipeg. 

General Electric X-Ray Corporation, Ltd., Toronto. 
Hanovia Chemical & Mfg. Co., Newark, N.J 

Ihilips Industries, Ltd., Montreal. 

Wilmot Castle Co., Rochester, N.Y 


Bland & Co., Ltd., Montreal. 
Corbett-Cowley, Ltd., Teronto. 

CorDest Garments, Ltd., London, Ont. 
Lac-Mac Limited, London, Ont. 

Wilkins, Robert C. Co., Ltd., Farnham, Que. 


Denver Chemical Mfg. Co., Montreal. 


General Steel Wares, Ltd. Toronto. 
Kitchen Installations, Ltd., Ajax, Ont. 
Ss. H. Newman Co. Ltd., Toronto. 
Wrought Iron Range Co. Ltd., Toronto. 


American Cystoscope Makers, Inc., New York. 
Becton, Dickinson & Co., Rutherford, NJ. 


Ferranti Electric Ltd., Mount Dennis, Ont. 


Bell, Rinfret & Co., Ltd.. Montreal. 
Ellett Copper & Brass Co. Ltd., Vancouver. 
General Steel Wares, Ltd., Toronto. 
Kitchen Installations, Ltd., Ajax, Ont. 

s. H. Newman Co. Ltd., Torento. 
Vollrath Company, Sheboygan, Wis. 
Neptune Meters Ltd., Long Branch, Ont, 
Wrought Iron Range Co., Ltd., Toronto. 


Down Bros. and Mayer & Phelps, Ltd., Toronto. 
J. F. Hartz Co., Ltd. Toronto. 
Ingram & Bell, Ltd., Toronto. 
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A.C.M.I. Forceps 


Precision of design and construction, with meticulous 
attention to detail and uncompromising excellence of 
workmanship distinguish these A.C.M.I. Forceps, made 
in our own plants by American craftsmen from American 
materials. Each forceps possesses the inherent strength 
and durability characteristic of A.C.M1. instruments. 


a — 
Turell biopsy 


Grasp Ing forcepe 
thout ‘electrotome 
sheath 


Lowsley utility 
forceps 


A.C.M.1. cervical 
& rectal punch 


bladder 
Alligator forceps 
ESTABLISHED IN 1900 ‘ale BY REINHOLD H. WAPPLER 


Frederick J. Walloce, Pres. 


AMERICAN 


1241 LAPAYETTE AVE. 


Dustributed in Canada exclusiwely by 


id 
he 
x 
— 
Articulating parts function smoothly and 
lorce’ — 
ps precisely. Exterior surfaces are machined @ 
— 
and polished tc a satin smoothness, permit- 
ting direct of the 3 _ 
(as indicated) without resort to a sheath. 
vom 
WRITE FOR LITERATURE DESCRUPTIVE 
Yeomans rectal OF THE MANY OTHER TYPE FONCEPS. 4 
biopsy forceps in 

fortion of tumor 
by grasping for eps! ~ 
| 

= 
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@ Built especially for Hospitals, hotels and 
restaurants. 


@ Gentle, easy on the load. Rubber wheels 
with Cushion Rubber 
tread on Hard Rubber 
Core or Hard through- 
out. 


Ball-Bearing 


@ Strong, malleable forks, rust-proof finish, 
sealed lubrication. 


PLATE 
TERMINAL 


f READ 


PATENTED 
EXPANDING 

ADAPTER FOR 
CIRCULAR AND 
RECTANGULAR 


Wheel Sizes SPINDLE TYPE 


2” to 8° diameter 


Move your loads with ease 
Not the slightest damage to your floors 
Specify KILIAN casters and wheels 


Write for folder CH-10 


FISCHE BEARINGS (CANADA) 


240 FLEET ST.E. TORONTO 2, ONTARIO 
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VACUUM CLEANERS 


VALVES 


VAULTS 


VAULT DOORS 


VEGETABLE and FRUIT WASHING FORMULA 


VENOCLYSIS EQUIPMENT 


VENTILATING CANOPIES, LAL NDRY 


VINEGARS 


VISIBLE RECORDS SYSTEMS 


VITAMIN PRODUCTS 


WAFFLE IRONS, ELECTRIC 


ALL 


ARMERS, DISH 


ASTE 


ATER 


ATER SOFTENERS 


ATER SOFTENING EQUIPMENT 


AX, FLOOR 


The Stevens Companies, Toronto. 
Vollrath Company, Sheboygan, Wis 


Frank VP. Lalonde, Limited, Montreal. 


Canadian Fairbanks-Morse Co., Ltd.. Montreal, 
Crane, Limited, Montreal! 
C. A. Dunham Ce., Ltd., Toronto 


Office Specialty Mfg. Co., Ltd., Newmarket, Ont. 


Office Specialty Mfg. Newmarket, Ont 
J. & Taylor Co., Ltd., Toronto. 


Colgate-Palmolive-Peet Co. Ltd., Toronto. 


Abbott Laboratories Montreal 


American Machine and Metals (Canada) Ltd., Toronto. 
Canadian Laundry Machinery Co., Ltd., Toronto. 
Stanley Brock, Limited, Winnipeg 


H. J. Heinz Co. of Canada, Ltd., Toronto 


Remington Rand Limited, Toronto 


Cutter Laboratories, International, Toronto. 
Frank W. Horner, Limited, Montreal 

Merck & Co., Ltd., Montreal. 

Parke, Davis & Co., Ltd., Walkerville, Ont. 

E. R. Squibb & Sons of Canada, Ltd., Toronto. 
John Wyeth & Brother (Canada), Ltd., Windsor. 


Moffats Limited, Weston, Ont. 
Superior Electrics, Ltd., Pembroke, Ont. 


WASHING COMPOUNDS 
Colgate-Palmolive-Peet Co., Ltd., Toronto. 
Dustbane Products, Ltd., Ottawa. 

Dye & Chemical Co. of Canada Ltd., Kingston, Ont. 
Thomas Gibson & Co., Ltd., Toronto. 

MekKague Chemical Co., Limited, Toronto. 

Stanley Brock, Limited, Winnipeg 

West Disinfecting Co., Toronto. 

AND FOOD 
Canadian Fairbanks-Morse Co., Ltd., Montreal. 
Ellett Copper & Brass Co. Ltd., Vancouver. 
General Steel Wares, Ltd., Toronto. 

Kitchen Installations, Ltd., Toronto. 

S. H. Newman Co. Ltd., Toronto. 

Wrought Iron Range Co., Ltd. Toronto. 


RECEPTACLES 
Hygiene Products Ltd., Montreal. 

G. H. Wood & Co., Limited, Toronto. 
COOLERS, ELECTRIC AND 
H. Wood & Co., Ltd., Toronto. 


ICED 


Colgate-Palmolive-Peet Co., Ltd., Toronto. 
MeKague Chemical Co. Ltd., Toronto. 


American Machine and Metals (Canada) Ltd., Toronto 
Stanley Brock, Limited, Winnipeg. 
W. J. Westaway Co., Ltd., Hamilton, Ont. 


Armstrong Cork Canada, Ltd., Montreal. 
Dusthane Products, Ltd., Ottawa, Ont. 
Flintkote Co, of Canada, Ltd.. Long Branch, Ont. 


SIX 
oFouR 
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SQUARE SOCKET @ 
SQUARE SHANK 
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MAKERS OF QUALITY 


HEATING +» COOKING + HOUSEHOLD 
‘AND FOOD SERVICE EQUIPMENT 


*x W 
of Many 
for replace 
Sti 


e carry a 
Standard item 
Ments or ney in 


Aabricatj 
Custom 


spec ifie 
to su 


ng 
built 
“ations in 
require. 

W here 
workm; anship 
Ment—the 
Service 
INQUiries 


eng skill 
IS an essen ntia 


re you 
Equipment, find 


Colgary Montrea! 


Vancouver 


How Safe 


MOSLER Safes are certified by the 


Underwriters’ Laboratories Inc 


is Your Safe? 


75° of all Safes now in use are obsolete! Your only assur- 
ance of a dependable Safe is to look for the Underwriters’ 
Laboratories Inc. which certifies that the safe was 
built to standards which assure maximum fire resistance. 


label, 


Records will burn though untouched by fire! Your Safe 
may look strong but if its insulation and construction will 
not hold interior temperatures below 350° F. your records 
can char though never touched by flame. 


Be safe with a MOSLER Safe—every one is certified to 
keep temperatures below 350° F. for the duration of the 
Test. 

Exclusive Canadian distributors of THE MOSLER SAFE 
COMPANY—the largest builders of Safes and Vaults in 
the world! 


)FFICE SPECIALTY MFG. (0. 


Head Office and Factories: Newmarket, 


Ont 


Branch Stores in Canadian Cities from Coast to Coast 
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: 
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[ASGRAIN & (HARBONNEAU 


Wholesale Druggists and Manufacturing Chemists 
—Hospital Equipment and Supplies—Surgical In- 
struments—X-Ray, Electro-Therapy and Steriliz- 
ing Equipment—Scientific Supplies. 


445 ST. LAWRENCE BLVD., MONTREAL 


Exclusive Distributors for the following firms 


WESTINGHOUSE X-RAY CO., INC. 


X-Ray Equipment and Accessories of every de 
scription. 

Literature on request 

Lay-out plans furnished free of charge. 


BURDICK CORPORATION 
World's largest manufacturer of Electro- Therapy 
Equipment 
Literature on request 


WILMOT CASTLE COMPANY 


Sterilizers for Hospitals and Doctors. 


Also Distributors for 


DUPONT X-RAY FILM MFG. CORP., INC. 
Eastman Kodak Co 


J. SKLAR MANUFACTURING CO. 


Tompkins Rotary Compressors 


DAVIS G GECK LIGATURES 


THE HEIDBRINK COMPANY 


Kinet-o-meter 


Complete Stock of 

Cellulose Cotton |Febrine - Gaure 
Glassware and Rubber Goods 
Hospital Goure Stainless Steel 


Absorbent Cotton 

and Cotton bandages 
Hospital Enamel Wares 
Hospitol Wores 


SCIENTIFIC INSTRUMENTS DIVISION 


Distributors for 
Bausch & Lomb, Spencer and Leitz Microscopes — Pyrex & 
Welch & Sargent 
Chemicals & 


Kimble Glosswore Coors Porcelain 
Scientific Apparatus 


Reagents, etc 


British Instruments 


Thomas Gibson & Co., Ltd, Toronto, 

H. S. Hunnisett Co., Toronto. 

Huntingten Laboratories of Canada, Ltd. Toronto. 
Hygiene Products Ltd., Dorval, Que. 

S. C. Johnson & Son, Ltd., Brantford, Ont. 

Gordon A. MacEKachern, Toronto. 

Reckitt & Colman (Canada) Ltd., Montreal. 

West Disinfecting Co., Ltd., Montreal. 

G. H. Wood & Co., Ltd., Toronto. 


WOVEN CATHETERS 
American Cystoscope Makers, Inc., New York. 


WOVEN NAMES 


J. & J. Cash Inc., Belleville, Ont. 
Lac-Mac Limited, London, Ont. 


X-RAY APPARATUS 
B. O. P., Montreal. 
Burke Electric & X-Ray Co. Ltd., Toronto. 
Ferranti Electric, Lid., Mt. Dennis, Ont. 
General Electric X-Ray Corporation Ltd., Toronto. 
Philips Industries, Ltd., Montreal. 
Picker X-Ray of Canada, Limited, Toronto. 
X-Ray & Radium Industries, Limited, Toronto. 


X-RAY DIAGNOSTIC OPAQUES 
General Electric X-Ray Corporation Ltd., Toronto. 
Mallinckrodt Chemical Works, Ltd., of Canada, Montreal. 
Merck & Co., Ltd., Montreal. 
Philips Industries, Ltd., Montreal. 
Picker X-Ray of Canada, Limited, Toronto. 
X-Ray & Radium Industries, Limited, Toronto. 


X-RAY FILMS and CHEMICALS 

Burke Electric & X-Ray Co., Lid., Toronto. 

Canadian Industries, Ltd., Montreal. 

Canadian Kodak Co., Limited, Toronto. 

Casgrain & Charbonneau, Ltée. Montreal. 

T. Eaton Co., Ltd., Toronto. 

Ferranti Electric, Ltd. Mt. Dennis, Ont. 

General Electric X-Ray Corporation Ltd., Toronto. 

Philips Industries, Ltd., Montreal. 

Picker X-Ray of Canada, Limited, Toronto. 

X-Ray & Radium Industries, Limited, Toronto. 
X-RAY FILM CABINETS 

Burke Electric & X-Ray Co., Ltd., Toronto. 

General Electric X-Ray Corporation Ltd., Toronto. 

Office Specialty Mfg. Co., Ltd.. Newmarket, Ont. 

Philips Industries, Ltd., Montreal. 

Picker X-Ray of Canada, Limited, Toronto. 

J. & J. Taylor, Ltd., Teronto. 

X-Ray & Radium Industries, Limited, Toronto. 
X-RAY SCREENS, FLUOROSCOPIC AND INTENSIFYING 

Burke Electric & X-Ray Co., Ltd., Toronto. 

Canadian Kodak Co., Limited, Toronto. 

Ferranti Electric, Ltd... Mt. Dennis, Ont. 

General Electric X-Ray Corporation Ltd., Toronto. 

Philips Industries, Ltd., Montreal. 

Picker X-Ray of Canada, Limited, Toronto. 

X-Ray & Radium Industries, Limited, Toronto. 
X-RAY PHOTOGRAPHIC EQUIPMENT AND SUPPLIES 

Burke Electric & X-Ray Co., Ltd., Toronto. 

Canadian Kodak Co., Limited, Toronto. 

General Electric X-Ray Corporation Ltd., Toronto. 

Philips Industries, Ltd., Montreal. 

X-Ray & Radium Industries, Limited, Toronto. 


X-RAY PROTECTIVE EQUIPMENT 


Canadian Marconi Co., Limited, Montreal. 

General Electric X-Ray Corporation, Ltd., Montreal. 
X-RAY TUBES 

Burke Electric & X-Ray Co., Ltd., Toronto. 

Ferranti Electric Ltd., Mt. Dennis, Ont. 

General Electric X-Ray Corporation Ltd., Toronto. 

Philips Industries Montreal. 

Picker X-Ray of Canada, Limited, Toronto. 

X-Ray & Radium Industries, Limited, Toronto. 
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budget tos ! 


tsa “Meteor” 


“IT want to be able to screen a chest or an 
extremity whenever it seems indicated. 
1 want to be able to radiograph a chest 
as part of every physical examination I make — espe- 
cially of new patients. I want to be able to fluoroscope 
and radiograph suspected fractures in the occasional 
emergency cases that come to my office. 
it’s simple, sure, 


easy to operate I can do all that and more, quickly and easily with 


the Picker ‘Meteor.’ Its 15 MA capacity is ample for 
my needs. I've had no trouble finding room for it, 
because it doubles as an examination table. It's a 
quality unit, made by Picker X-Ray . . . they're the 
you change easily 
\ from rediegreph people who built the Army Field X-Ray Unit we 
r 
y both worked with during the war. And it certainly 
to fluoroscopy 
‘ is easy on my budget. . . cost far less than I thought 


\ I'd have to lay out for such fine equipment. 


Maybe your situation parallels Dr. Jones’ . . . or maybe 
it’s altogether different. In any case, you can depend on the 


vertical or horizontal local Picker representative for unbiased advice, because 
(full § ~— the Picker line is a full line, embracing apparatus in every 


heed and torso) 


range, for every purpose 


"patents pending 


it’s low-priced at $1645 


and above all, d's 


blank, and send it to us for details. 
Or, if you prefer, call in your local 
Picker representative for the story 


. 
vstdothis jot Picker “Meteor” on a prescription 


PICKER X-RAY OF CANADA LIMITED 
3443 St. Denis St Montreal, P.Q 
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Abbott Laborat 
Americe Cyst 
American Steri 


Applegate Chem 


Armstrong Cork 
Armstrong A 


Ayers Lin 


Banfield, Arn 
Bard. Parker 
Baxter 
Beacon: 
Berke! 


Brock 
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APES 


BY 


Corbett-Cowley 


for GRADUATE and STUDENT 
NURSES 


@ Roomily cut for Comfort 


@ Smartly styled for Appearance 


A well-tailored, serviceable cape made 
from the best quality navy blue frieze with 
military scarlet flannel lining. Available only 
from stock in standard length of 38 


inches, measured from seam where collar 
attached, to bottom of hem. Handworked 

Gold Silk letters supplied at l5c per letter 
Position of lettering 
Stocked in ev 


sizes from 


1S 


must be specified when 
ordering 


ren bust measurement 
» 42 


Price, $15.00 


"Trademark of Quality 


CORBETT- COWLEY 


Limited 
TORONTO: 2 


738 DUNDAS ST. W. MONTREAL: 


21ST. HELENE ST. 
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New, Improved OZIUM Is Here: 


from air-borne bacteria 
with New, Improved OZIUM 
& The regular use of OZIUM—the glycol-ized vapor spray—will 
help to reduce sickness-absenteeism; quickly dispel unwanted odors 
and recondition the air 
New ‘pressure-packed’ OZIUM refills deliver a finer, more pene- 


trating spray with up to twice as many sprays per refill 


IDORS 


An, 


= 


Used in hospitals hotels 
offices theatres to 
quickly and effectively kil 


unwanted odors 


is an air sanitizer... 
The reqular use of OZIUM to 


condition the air wm your 
premises will help ¢ reduce 
4 


ness-absenteeism and 


improve working conditions 


is proven... 


Extensive laboratory research 


and tests have proven the The New. In proved, Scient fically-Designe 


effectiveness of OZIUM—the Professional Dispenser brings you simple 
3lycol-ized vapor spray— effective, trouble-free service Styled n 


against air-borne bacteria gleaming chrome-plate and fully guaranteed 


Toronto « Montreal « Vancouver, G.H. WOOD & COMPANY LIMITED. Branches throughout Canada 


te 
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d Zi Twi s Far 
y New, Improved OZIUM Goes Twice As Fa le 

kills odors fast... var 

ove’ Pressure ked” gly ed OZIUM refills 

nd *Trade Mork Reg d ending 


